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भाग II - - सण 3 - उपक्षण ( 1 ) 


PART II ---Section 3 - Sub -section ( ii ) 
पमा मत्रालय को छोड़कर ) भार सरकार के मंत्रालयों और ( संघ क्षेत्र प्रशासन को छोड़कर ) 

केन्योर नाधिकरणों द्वारा जारी किये गए विषिक प्रादेश और प्रषिसूचनाएं 
Statutory orders and notifications issued by the Ministries of the Govern 

ment of India (other than the Ministry of Defence ) and by Central 
Authorities ( other than the Administration of Union Territories .) 


MINISTRY OF LABOUR AND REHABILITATION 

SHRAM AUR PUNARVAS MANTRALAYA 


( Department of Labour and Employment) 

( Shram Aur Rozgar Vibhag ) 


New Delhi, the 2nd August 1971 


8 , 0 . 3280 ,- In pursuance of section 36 of the Employees State Insurance Cor 
1948 34 of 1948 ) , the audited accounts of the Employees State Insurance Cor 
poration for the year 1967 - 68 are hereby published for general information. 


( 4561 ) 
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. 


Employees State 
Income und Expenditure Account for the 

IN 


Previous Year 
( 1966 - 67 ) 


Hoad of Account 


Amount 


Total 


R8, 


Rs. 


Ra . 


: 


13,64,06 ,909 
17 , 44 ,78, 148 

26 ,08, 35,057 


3 , 94,390 


3 , 94, 300 


By Contributions : - - 
12, 93 , 37 , 103 Employero Share only 
11,30 ,80, 309 Bmployece Share only 

: : : : 
24 ,44, 17,412 

State Governments /Uplon territories share towerds 

medical benefits intelly incurred by the 
3 ,67, 000 Corporation 

Other Heads of Revenue 

Grants -in -ald , Donations and Gifts. 
80 , 51 ,463 Interests and Diyldeptds 

18 
1 ,65 ,754 Compensations 
1 ,62 ,390 Rents , Rates and Taxes 

2,476 Fecs , Fince and Forfeitures : 
2 , 11, 545 Miscelloneous , 


58 ,95, 709 
1 , 36 ,051 
63255 

4 ,953 
2 ,97, 313 


85,84 , 568 


63 ,97,281 


- 


A 
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- 


- - 


- 2 


Insurance Corporation 
Year eaded 31 March, 1968 
COME 


Amount 


Total 


- 


- 


ProviousYear 

Head of Account 
( 1966 - 67 ) 

- 

- - - - - 
Rs. 

By excess of oxpenditure over inome corrid over to the 

Belanco Sheet 


- - 
Rs. 


R8 


4 , 103 ,506 


25, 33 ,68,980 


Grand Total 


27 , 17 , 30 ,234 


New Delhi: 
Dated the 318t May, 1968 


S 


. 
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- = - - = - = - . 
Insurance Corporation 

BXPENDITURE 


Previous Year 
( 1966-67) 


Head of Account 


Amount 


Total 


Rs. 


Rs. 


Rs. 


I. Benefits to insured persons and their families 
4 - Medical Benefits 


(i) Puy.nene to State Governments etc . as Cor 

porations sbare of their expenses on provid 
ing medical treatment and maternity facilities etc . 


9, 86 ,53. 422 


10 ,69, 20 ,40 ) 


( ii) Medical treatment and care andMaternity 

facilities ( expenses incurred direct by the 
Corporation ) ( Total Expenditure ) , 


43 , 52 , 597 


, 


, 


54 , 37, 704 


10 ,30 ,06 ,019 


Total A - Medical Benefits 


11,23, 58 , 105 


B - Cash Benefits 
7, 06,03,647 (1) Sickness Benefits 
64,86 ,673 (2 ) Extended Sickness Bepefits 

37,55,036 (3) Maternity Benefits . . . . . 
80, 42, 858 (4 ) Temporary Disablement Benefits . . 

( 5 ) Permanent Disablement Benefits . . 
1, 20 , 52,800 

(Capitalised Value ) 
32 ,28,700 (6 ) Dependants Benefits ( Capitalised Value) . 
10, 41, 69 ,714 Total - Cash Benefits 


· 8,28,52,628 

82 ,93, 784 
. 40,54 , 184 
. 93 ,19,587 
. 
· 1,49 ,60, 700 
31,61,000 

12 ,36,41, 883 


6 - Other Beneifits 
(a ) Expenditure on the Rehabilitation of 


, 
. 


33, 312 
1, 98 ,054 


72 ,599 


6 ,060 Disabled persons , , , , 
1,51,660 (6 ) Medical Board and Appeal Tribunals . 

( c) Payments to insured Persons. 
56,960 (1 ) Conveyance charges and /or loss of wages 
17.715 (2 ) incidentalcharges under family Planning 

(d ) Funeral Benefits . . . . . 
80 ,05 ,500 (e) Grants- in - aid 
1, 25 ,357 (f ) Miscellaneous . . . . . 
83,63 ,252 Total ( - Other Benefits 


4 ,82 ,266 


. 


28 ,621 


20 ,00 ,000 


. 


1,49,464 


29 ,64 ,316 


21,55 ,38, 985 


Total Benefits to Insured persons and their families . 


23 ,89 ,64, 304 
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S - - - - - - - - 
Previous Year Head of Account 

Amount 

Total 
( 1966 -67) 


RR . 


Rs. 


R : . 


22, 511 
1 ,91, 104 
18 , 18 ,240 
63, 70 ,638 
12 , 90 ,275 
25 , 56 , 213 


2 - Administration Exponses 
( 1) Corporation , Standing Committee , 

Regirnal Hoards etc . . 
( 2 ) Principal Officers 
( 3 ) Other Officers 
(4 ) Ministerial Establiahment . . 
(5 ) Class IV Servants 
(6 ) Contingenices . 


25,288 
2 ,15 , 988 
19 ,10 , 541 
71,85, 554 
14 ,39,856 
29 , 04,916 


1 , 36 , 82 ,143 


1 ,22 ,49 ,071 


Total A - Supcrintendence 
B - Field Work . 
( 1 ) Officerg 
(2 ) Ministerial Establishment 
(3 ) Class IV Servantsrh . 
(4 ) Contigencies 


, 


4 , 20 ,941 
78 ,31, 074 
14 ,36 , 371. 
13 , 17, 274 


. 


4 , 86 ,511 
89, 28,828 
16 , 12 ,384 
13 , 49 ,677 


1, 10 ,05,660 


1 , 23 , 77 , 400 


1,09 ,748 
34 ,628 
12 ,059 


1, 21,697 

9 , 105 
24 , 405 


( 3 ) 


8 ,465 
99, 118 


11 , 331 
78 , 343 


6 ,878 


79 ,666 


22 ,974 


2 ,38 ,599 


Total B - Field Work , . . 
O - Other Charges 
( 1 ) Legal Charges 

Insurance Courts 
Publicity & Advertisement . 
Charges for maint ining 

of Banking Accounts , 
Audit Fees , 
Depreciation of Office Buildings 

Staf Cars etc . . 
(7 ) Repairs, Maintenance of Office Buildings 

owned by the Corporation . , , 
( 8 ) Retirement Benefits 
( a ) Pension Reserye Fund for the 

Employees of the Corporation . 
(b ) Corporations Contribution to EȘI Cor 

poration Provident Fund , . 
( c ) Interst Paid to the ESI Corporation 

Provident Fund 
(d) Less inerest & gain realised on 

investment 
(9 ) Compresionate Reserye Fund 
( 10 ) Miscellaneous . . . . . 
( 11 ) Lo88cs . . . . . . 
Total C - Other Charges 


3 ,50 ,000 


15, 50 ,000 
1,62 ,657 


1,61,443 


( ) 492 ,222 


3,47,649 
m ) 33 ,934 

24 , 788 


5 , 000 
651 


. 
. 


422 


11,43, 856 


26 ,57,912 


2 ,43 ,98 , 587 


2 , 87, 17 ,455 


5,60 , 135 


Total 2 - Administraion Expenses 
3 - - Hospitals and Dispensaries 
(1 ) Depreciazion of Hositals Bldgs. & Equipments 
2 ) Roparis , Maintenace of Hospital Buildings 

Dispensaires . . . . . . 


10 ,21, 149 
30,27,326 


12 , 39 ,371 


40,48 ,475 


17, 99 ,506 
24, 17 ,37,078 


. 


27, 17 ,30 , 234 


Total Expenditure on Rcvenue Account . 
To excessof income over expenditure 

carried over to balance sheet . . 


1 , 16 , 31 , 902 


. 


. 


. 


25 ,33 ,68 ,980 


Grand Total 


. 


. 


. 


. 


. 


. 


27, 17, 30, 234 


( ed .) V .R . NATESAN , 
Financial Advisor & Chief Accounts Officer 

Employees Stato Insurance Corporation . 
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Employees State 
Balance Shoot as on 


Ligbilties 


Previous Year 

( 1966 -67 ) 


Amount 


Total 


Rs . 


Rs. 


35 ,08, 88 , 516 
. ( - ) 41,03,506 


. 


LU 


Re. 

Balance of Excess of Income over Expenditure 
33 ,92,56 ,614 A8 per last Balance Sheet 

cumulation ( + ) / - Deficit ( dutino 
1, 16 ,31 ,902 the year 

. . 
35,08,88 ,516 

( 1 ) Permanent ( Parsal Total) Disablement 

Benefits Reserve Fund 
3,50 .25,762 As per last Balance Shect 
1, 20, 52 ,800 Provision made during the year , 
16 , 93 , 819 Interest received from investments 


34, 67, 85 ,01 


4 , 75 , 91 ,983 
1,49, 60 ,700 

20 ,60 ,979 


4 ,87, 72 , 381 
71, 80 , 398 LESS Payments inade during the year 


. 


5 ,86 ,13 ,662 
95 , 40, 866 


4 , 90 ,72,796 


4 , 15 ,91 ,983 

( 2 ) Dependants Bonefit Reserve Fund 
1, 32 ,71, 018 As per last Balance Sheet 

ncc . 
32, 28 ,700 Provision made durint the year , 
7, 30, 423 Interest received from Investments 


, 


, 


1 ,60 ,36 , 205 
31 ,61, 000 
7 ,68 ,449 


. 


1 ,99 ,65,654 

14, 18 ,728 


1,85 ,46 ,926 


84 ,92 ,610 


1 ,72, 30 , 141 

11, 93 , 936 LESS Payments macie during the year . . 
1 ,60 ,36 . 205 

(3 ) Employees State Insurance Corporation 

Provident Fund 
71, 30 , 227 As per last Balance Sheet . 

ADD Amount credited during the year . 
17 , 55 , 953 Employee s Contribution 
1,61, 443 Corporation Contribution 
3 ,47,649 Interest on Employee s and Corporation shares 
93 ,95,272 LESS Payments made during the year . . 
7 - 8 ,39 ,671 


26 , 98 ,622 

1 ,62 ,657 
4 ,48, 258 


. 


1 , 12 ,02 , 147 
17,80 ,719 


1 , 06 ,21, 428 


( - ) 


494 


1 ,06 , 20 ,934 


85 , 55 ,601 

(LESS Amount transferred to Pension Reserve 
( - ) 62,991 Fund ) 
84 ,92,610 

(4 ) Depreciation Reservc Fund of Buildings for the 

offices of the Corporation ( including Staff quarters) 
2 , 26 , 092 As per last Balanc - Slicet 

Provision made during the year . 
9,532 Interest received from Investments : 


2 , 35,624 

73 ,343 
10 ,374 


3 , 19 ,341 


equipment in 


2, 35 ,624 

(5 ) Depreciation Reserve Fund of 

Hospitals and Examination Ceriters 
34 ,00* As per last Balai Ch Slect 
9 ,824 Provision made during the year 
1 , 191 Interest received froin investments 


45, 0 3 


5 , 7 . 6 
1 ,872 


52 ,671 


43,083 
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Inparade Corporation 
31 March 1968 


Previous Year 

(1966 - 67 ) 


Assets 


Amount 


Total 


- 


Ro. 


Rs. 


Ro, 


Lands and Buildings (wholly owned by the Corporation ) 
( a ) Bulding for offices of the Corporation (including 

Staff quarters ) 
66 ,40, 306 As per last Balance Sheet . 
8 ,38 ,881 Additions during the year . 


74 ,79, 187 
31 ,41,864 


1, 06 , 21, 051 
8 ,57, 15 , 949 
7 ,00 , 50 ,261 


74 ,79 , 187 
5 ,90 ,94 ,474 (0 ) Hospitals and Disponsarios . . 
2 , 06 ,21,475 As per last Balance Sheet . . 

Additions during the year 
8 , 57 , 15 , 949 
9 ,31,95 , 136 

Lands & Buildings ( Fointly owned by the Corporation 

and State Governments) Corporation s sharo 

(a ) Hospitals & Dispensaries 
4 ,05, 33 ) Ao per last Balance Sheet 

per last Balance Sheet . . . . 
Additions during the year . . . . . 


11, 57 , 66 , 210 

12 ,63, 87,261 


4 ,05,331 
2 ,74,291 


4 , 03 ,331 


6 ,79,612 


49 , 680 

- 


16 . Equipinents for Hospitals etc . 
As per last Balance Sheet . 
A { ition during the veau 


. 


. 


49,680 


49 ,680 
4 ,55,011 


49 ,680 


7 , 29 ,302 


Suspense ( Advance for construction of Hospitals, 

their equipments, Office Building. ) 


. 


9 , 79 , 41, 642 As per lagt Balance Sheet 

. 
4 , 26 ,68, 621 ADD Payments niade during the year , 


. 10 ,48 ,82 ,360 

4 ,47, 10 , 839 


14 ,06 , 10 ,263 
3 , 57 ,27 , 993 LESS Adjustments & Recoveries 


. 


. 


. 


14 ,95 , 93 , 199 
3 , 55 , 96 ,00r 


10 ,48 , 82 ,360 


11, 39 , 97, 198 


84 , 149 


Stal Cars 
As per last Balance Sheet 
ADN Payments made during the yeer . 


. 


84, 149 
142791 


84, 149 


98 , 940 


Permanent Advance to the Heads of Offices of the 

Corroration 


21,816 As per lagt Balance Sheet 
1, 264 ADD Payments made during the year . 


. 


23 ,081 
1 ,755 


24 ,836 
240 


23 ,081 
- LHSS Recoveries made during the year 
23 , 08 1 
- -- - - - - - - - - - 


245 , 96 


- - - - 


- - - 


4568 THE GAZETTE OF INDIA ; SEPTEMBER 4 , 1971 /BHADRA 13 , 1893 [ PART 1 


Liabiltica 


Previous Year 

( 1966 - 67 ) 


Amount 


Total 


Rs. 


Ro. 


Re. 


(6 ) Depreciation on Reserve Fund of Hospital Buildings 
7 , 14 ,095 As per last Balance Sheet . 
5 , 50 , 251 Provision made during the year . 
32 ,623 Interest recelved from Investments 


12 ,96 ,969 
11 , 52134 

65 ,432 


23 ,77,835 


12,96 ,969 

(7) Depreciatio . Reserve Fund of Staff Cars 
5.1, 296 As per last Balance Sheet , . 
6 ,878 Provision made during the year . . 
2 ,565 Interest received from Inyestments 


63, 739 
6 , 323 
3 ,427 


63,739 


73 489 


(8 ) Repairs Maintenance Reserve Fund of Buildings 

for the offices of the Corporation 
3 , 90 , 770 As per layt Balance Sheet 
22 ,974 Provision made during the year . , . 
16 ,932 Interest received on Investments , , , 


3 ,66 , 362 
2 , 38 ,599 
22 ,806 


6 , 27, 767 


. 


41, 706 


4 ,30,676 

64 ,314 LESS Payments made during the year . 
3,66 , 362 


5,86,001 


LA 


(9 ) Repairs & Maintenance Reserve Fund Account of 

Hospitals 
10 , 84 ,840 As per last Balance Sheet 
12 ,39 , 371 Provision made during the year . 

503770 Interest received on Investments , 


22 ,47 , 301 
30 ,27, 326 
1 ,15, 164 


22 , 74 ,981 
1 ,27, 680 LESS Payments made during the year 


53 ,89 ,791 

6 , 848 


22 , 47 ,301 


53 , 82 ,943 


( 10 ) Pension Raserve Fund for the Employees of the 

Corporation 


44 , 80 ,634 As per last Balance Sheet 
3 , 50 ,000 Provision made during the year . 
2 , 22 ,620 Interest and gain rccelyed on Investments 


51, 00 ,509 
21,72 ,177 
3 , 13 ,496 


75 ,86 ,182 

18 , 308 


. 


75 ,67,874 


50 ,53 , 254 

1 _ , 736 LESS Payments made during the year . . 
50, 37 ,518 
62 ,991 ADD Amount transferid from Employces 

State Insurance Corporation Provident Fund 
51,00 ,509 

( 11) Compassionate Reserve Fund for the Employees 

of the E . S . I, Corporation 


494 


75,68, 368 


5 ,000 


Provision made during the year , i 
Interest received on lnvestments , 
LESS Payments made during the vcar . 


5 , 000 


- - 


- 


- 


- 


- 


- 


- 


- 
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- 

- 
Previous Year Assets 

Amount Total 
( 1966 -67) 


Ra. 


Rs. 


Rs . 


Advance of Pay on transfer to the Employees of the 

Corporation 
10 , 258 A9 per last Balance Sheet 


18 ,811 
45 ,000 


74 ,294 
55 , 183 LESS Recoveries made during the year , 


67,811 
$ 7 , 728 


6 ,07 


18 ,811 

Advance of T . A . on transfer to the employees of the 

Corporutio s 
19 , 786 As per last Balance Sheet 
72, 978 ADD Payments made during the year 


31.048 
64 ,424 


95 ,472 
70 ,456 


25 .016 


92, 364 
61,316 LBSS Recoveries made during the year . . 
31 ,048 

Advance for purchase of Conveyance to the Employees 

of the Corporation 
2 ,79, 282 As per last Balance Sheet 
2 , 89 ,440 ADD Payments made during the verr 

D Payments made during the year . . . 
5 ,68 , 722 
2, 17,506 LESS Recoveries made during the year . . 
3 ,51 ,216 


3 ,51,216 
3 , 88 ,479 


7 , 39 , 675 
2 ,60 , 831 


4 , 78 ,864 


House Building Advance 
19 , 180 As per last Balance Sheet 
29, 520 ADD Payments made during year. 


. 


46 ,772 
31 ,420 


48,700 
1,928 LRSS Recoveries made during the year . 


. 


78 , 192 
5 ,628 


72 , 564 


46 , 772 

Miscellaneous Advances to the employees 

of the Corporation 

(Pestival Advances) 
1 ,07, 520 As per lagt Balance Sheet 
3 , 22 , 430 ADD Payments made during the year 


. 


: 


222 
4 , 06 , 866 


4 ,29, 950 
2 , 92 ,398 LESS Recoveries made during the year . 


, 


$ ,44,418 
3 , 66 ,638 


1, 77 ,780 


1 ,37,552 

Advance Payments on behalf of State Governments 

A9 per last Balance Sheet 
3 ,949 ADD Payments made during the year . . 


1 ,459 
4 ,279 


4 , 908 
3,449 LESS Recoveries made during the year . 


. 


. 


5 , 738 
4 ,657 


1 ,081 


1 ,459 

Advance to the Reserve Bank of India for the Purchase 

of Şecurities 
1,32,696 As per last Balance Sheet 
( - ) 1,32 ,696 ADD Payments made during the year . 


LESS Adjustment made during the year 


. 


. 
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TANT 


Prootous Year 
(1966 -67 ) 


Liabilities 


Amount 


Total 


Ra. 


Rs. 


RS. 


87 .432 
1 , 14 , 588 


Al 


. 


. . 


. 


2 ,02 ,020 
99, 9833 


Deposits of Securities 6.g., Contractors 
82 , 401 AB per last Balance Sheet 

mns the year . . 
1 , 74 ,560 
87,128 LESS Deposits repaid during the year : 
87 432 

Doductions from bills payable to other partios 
15, 555 As per last Balance Sheet . . . 
3 ,35 , 282 ADD Amount credited during the year , 
3 , 50 ,837 
3 ,09,405 LESS Payments made during the year . 


1 ,02 ,037 


41 ,432 
3 ,71,228 


. 


. 


4 ,12 , 660 
3 , 86 , 157 


, 


26 , 503 


41,432 

Unclaimed daposits in the Employdes State 

Insurance Corporation Provident Prmd 
6 ,493 As per last Balance Sheet 
3 , 113 ADD Amount credited during the year . , 


9 ,606 
1 , 202 


9 ,606 

- 


LESS Payments made during the year 


10 ,808 
2 ,893 


7 ,915 


9, 600 

Miscellaneous Depoits 
50 ,937 As per last Balance Sheet 

LESS Deposits repaid during the year . 
2 ,48 , 127 ADD Deposits received during the year , 


. 
. 


2 , 99 ,064 
1,86 , 766 


2, 99 , 004 


1 ,12 ,298 
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- - 


- 
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Previous Yea: 
( 1966 -67) 


Assets 


Amount 


Total 


Rs. 


Rg. 


Rs . 


Amount advanced to Stato Gouts./ State P .W . D . etc . 
towards repairs & maintenance of Hospitals 
Dispensaries Annexias otc. wholly owned by the 
Corporation 


As per last Balance Sheet , 
16 , 79 ,774 ADD Payments made during the year . 


. 


12 , 79 , 773 

5 , 52 ,930 


16 , 79 ,774 
4 ,00 , 001 LESS Adjustments made during the year 


18 , 32 , 703 


6 ,848 


12 , 79 , 773 


18, 25 ,855 


Miscellanoeus Advance 


5 , 87, 546 As per last Balance Sheet . 
2 ,21 , 707 ADD Payments made during the year 


6 ,02, 164 
5 , 15 ,229 


8 , 09 ,253 
2 ,07 ,089 


LESS Receipts during the year 


11 , 17 ,393 

2 , 09 ,510 


6 , 02 , 164 


9 ,07 ,883 


Loans grantod to State Governments 
72 ,69, 766 As per fast Balance Sheet 
1, 00 , 000 ADD Payments made during the year 


73 ,69,766 


73 ,69, 766 


73 , 69 ,766 


Romitances 


Cash Remittancas 


.. 


6 , 11 ,000 
. 41 , 94 , 34 , 109 


20 ,04 , 500 As per last Balance Sheet 
39, 29 ,46,618 ADD Deblts adjusted during the year . 

tcd during the year . 
39,49,51, 118 
39 , 43 ,40 , 118 LESS Credits adjusted during the year 


42 ,00 ,45, 190 
42 ,00 , 11,009 


6 , 17 ,000 


34 , 100 


Other Reinittances — Exchange Account 


. 


. 


. 


24 , 549 As per last Balance Sheet . 
4 ,45 ,46 ,913 ADD Debits during the year 


. 

. 


167 
6 ,62, 87,672 


4 , 45,71,462 
4 ,45 ,71 , 295 LESS Credits during the year 

the year 


.. 


4 , 62 ,87 ,839 
4 ,62 ,85, 579 


.. 


.. 


.. 


2 , 260 


167 
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Liabilities 


Amount 


Total 


Previous Year 
( 1966 -67) 


Re. 


Rs. 


Rs. 
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Provious year 
( 1966 -67) 


Assets 


Amount 


Total 


Rs. 


Rs. 


Rs. 


INVESTMENTS AT COST 
( I ) Permanent ( Partial & Total) 

Disarlement Benefit Reserve Fund 
3 , 18 , 50 , 746 As per last Balance Sheet 

96 ,86 ,600 ADD Investments marle during the year 


4 , 15 , 37, 346 
75 ,74 , 966 


4 ,91,12 ,312 

50 , 208 


4 , 15 ,37, 346 

LESS Realisation on maturity or sale of Investment 
4 ,15 ,37 ,346 

(2 ) Dependents Benefit Reserve Pund 
1 , 29 ,65, 701 As per last Balance Sheet 
30 , 53 , 000 ADD Investments made during the year 


4 ,90 ,62,104 


1 ,60 , 18 ,701 

26 ,89, 575 


1, 60 , 18 , 701 


LESS Realisation on maturity or sale of Investments 


1, 87, 08 ,276 

1 ,73 , 569 


1, 85934, 707 


1960 , 18 ,701 

(3 ) Employees State Insurance 

Corporation Provident Fund 
70 , 27 ,600 As per last Balance Sheet 
9, 52 , 500 ADD Investments made during the year 


79 , 30 , 100 
26 ,83 , 688 


79,30 , 100 


LESS Realisation on maturity or sale of investments 


1,06 , 13 ,788 

1,700 


79 , 30 , 100 


1,06 , 12 ,088 


LESS Amount transferred to Pension Reserve Fund 


1, 06 , 12 ,088 


79, 30 , 100 

(4 ) Deprociation Reserve Fund of Buildings 
for the offices of the Corporation 

( Including Staff quarters ) ; 
1, 75 ,488 As per last Balance Sheet 
52 ,000 ADD Investments made during the year 


2 ,27, 488 

90 ,302 


2 , 27 ,488 


3 , 17 ,790 


LESS Realisation on maturlty or sale of investments 


3 , 17 ,790 


2 , 27 ,488 

(5 ) Depreciation Reserva Fund of equipments 

in Hospitals and Examination Contres 
27, 000 Ag per last Balance Shect 
11, 000 ADD Investments made during the year 


33, 900 
18 , 700 


52 ,600 


52 ,605 


38 , 900 

5 ,000 LESS Realisation on maturity or sale of investmonts 
33,900 

(6 ) Depreciation Reserve Fund of Hospital Buildings 
3 , 35 , 500 As per last Balance Sheet 
3 ,82 ,000 ADD Investments made during the year 
7, 17,500 

(7 ) Depreciation Reserve Fund of Staff Cars 
42, 000 As per last Balance Sheet 
24,000 ADD Investments made during the year 


7 , 17, 500 
16 ,27,960 


23,45,-160 


54, 000 
17 ,493 


66 ,000 
12 ,000 LESS Realisation on maturity or sale of Investments 


71 ,493 


54 , 000 


71 ,493 


- 


- 


- 
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Propious year 
( 1966 - 67) 


Liabilities 


Amount 


Total 


Rs. 


Rs. 


Rs. 


44 , 16 , 40 , 127 


New Delhi, 
Dated the 31st May, 1968 . 
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- 


- 


- 


Pravious Year 

( 1966 -67) 


Assets 


Amount 


Total 


Rs. 


Rs. 


Rs. 


(8 ) Repairs & Maintenance Rescive Fund of Buildings 
for the offices of the Corporation ( including Staff 

quarters ) 
1 ,81, 727 As per last Balance Sheet 
2 ,29,000 ADD Investments made during the year 


3 ,61,227 
2 , 12 , 185 


5 . 73 .412 


5 ,71 , 412 


4 , 10 , 727 
49,500 LESS Realisation on maturity or sale of 

the investments 
3 ,61, 227 

( 9 ) Repairs Maintenance Reserve 

Fund of Hospital Buldings 
3 ,65,600 As per last Balance Sheet 
7,21, 600 ADD Investment made during the year 


10 , 85 , 600 
2 $ ,02 ,787 


-- 


- 


35 ,88,387 


10 , 87 , 200 

35, 88 , 387 
1,600 LESS Realisation on maturity or sale of investments - - - - 
10 ,85,600 

( 10 ) Pension Roserve Fund for the 

Employees of the Corporation 
37, 73 , 555 As per lest Balance Sheet 

48 ,58 ,513 
11, 25, 800 ADD Investments made during the year 

28 ,07,939 
48,99 ,355 

76 ,66 ,452 
40 ,842 LESS Realisation on maturity or sale of Investments 1,00 , 000 


75,66 ,452 


18 , 58,513 

General Cash Balances 
15, 29 ,89,395 Investments as per last Balance Sheet 
2 ,97 , 96 ,000 ADD Investnents during the year 


12 , 14 , 39 ,634 
3 , 18 ,58 , 300 


18 , 27 , 85 , 395 
6 , 13 ,45 ,761 LESS Rcalisation on maturity or sale of investments 


15 , 32 ,97, 934 
8 , 12 ,20, 775 


12 , 14 , 39 ,634 


7, 20 ,77, 159 


6 , 14 , 965 Cash in hand 
2 , 28 ,33, 996 Cash with Banker s 


6 ,73, 580 
2 ,40, 26 ,346 


2 ,46,99. 926 


2 , 34 ,48 ,961 
14,48 ,88,595 


Total Cash Balance 


9 ,67,77,085 


42 ,68 ,02 ,435 


Grand Total 


71. 16 ,40, 127 


- 


- - - - - -- 


- - 


- - 


-- 


- 


- - - - - - - - 

( Şa .) V . R . NATESAN , 
Financial Adviser Chief Accounts Officer 

Employee , State Insurance Corporation 
AUDIT CERTIFICATE 


I have examined the foregoing accounts and the balance sheet of the Employees State 
Insurance Corporation and obtaineat all the information and explanations that I have required 
and subject to the observations In tlic Audit Report appended , I certifv , as a result of my audit , 
that in my opinion these accounts and the balance sheet are properly drawn up so as to exhibit 
a true and fair view of the state of affairs of the Employees State Insurance Corporation accor 
ding to the best of my information and explanations given to me and as shown by + 1c books 
the Employees State Insurance Corporation, 

Sd D . I) , Dhingru , 
New Delhi. 

Accountant General 
Dated 18 - 11 -69 

Central Revenues . 
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AUDIT REPORT ON THE ACCOUNTS OF THE EMPLOYEES STATE INSURANCE 

CORPORATION FOR THE YEAR 1967 - 68 . 


Consolidated Audit report on the accounts of the Employees State Insurance Corporation , 
New Delhi for the financial year 1967 -68 received through Ministry of Labour & Employment , 
New Delhi on 5 . 12 . 1969 alongwith Accountant Gencral Central Revenues latter No. CAI/ 13 
ESIC /AR /68 -69/2294 dated 18 .11. 1969 . 


I. General. (a ) The Employees State Insurance Corporation was set up in October , 
1948 under the Employees State Insurance Act , 1948 . The Act, as amended by the Employees 
Ştate Insurance (Amendment ) Acts of 1951 and 1966 , pplies to all factories, other than geasonal 
factories , which use power and where 20 or more persons are employed or were employed for 
wages . The Act can be extended to any other establishment or class of establishments - industrial, 
commercial, agricultural or otherwise . 

(b ) During 1967 -68 the provisions of the Act were extended to 888 factories covering 
1 ,78 ,700 employees . The number of factories covered by the Act on 3187 March 1968 was 
16 ,762 liavings 33 91 lakhs employees . 
. (c) An analysis of the income and expenditure of the Corporation for 1966 - 67 and 1967 -68 
is given below : 


Income 


1966 - 67 


Employers Special 

Contribution . 


1293 


1967- 68 Expenditure 

1966 -67 1967- 68 
(In lakhs of rupees ) 

(a ) Payments to State 
1364 Governments as Corpo 

ration s share of expen 

ses on providing medical 
1244 treatment etc. 

987 106 
(b ) Medical treatment and 
59 care expenses incurred direct 
by the Corporation . 

44 


1150 


Employees 

Contribution 
Interest and dividends 

from investments , 


54 


Miscellaneous . 
State Governments 

Abare towards medical 
benefits initially in 
curred by the Corpo 
poration . 


II25 


1266 


Cash and other benefits 
to insured persons and 
their dependenta in 
curred direct by the 

Corporation , 
Administrative expenditure 
( A ) Superintendence 
( B ) Pield Works 
( C ) Other charges 
Hospitals and Dispensaries 


122 


137 


110 


124 


29 


27 


Excess of expenditure 
over income 


41 


Excess of income 
over expenditure . 


116 


Total : 


2533 


2717 


2533 


2717 


2 . Additional hospital facilities . To provide hospitalisation facilłties to the families also of 
the insured persons it was decided by the Corporation (December , 1963) to plan construction of 
hospitals on the basis of i beds s General, 4 T . B . ar d 2 maternity ) per 1000 families . The 
construction prog: air nie was taken up accordingly (beginning with Andhra Pradesh in Decem 
ber , 1955 ) in various States but precise estemates of the outlay were not made although under the 
Act aditional benefits can be provided only when funds permit. In 1967 - 68 the expenditure 
on the planned construction in Is States and the three Centrally administered areas of Delhi, 
Chandigarh and Pondiche ry was estimated to be Rs. 107. 23 crores . The funds available were 
Rs. 34 crores only while upto that stage commitments for Rs. 38 crores had already been made . 
The position was reviewed by a sub - committee of the Corporation which reported (Septem 
ber 1968 ) that even after charging full contribution of 5 % , from the employers and 21 2 per cent 
from the employees , a9 provided by the Act, it would not be possible to support more than 4 beds 
per 1000 families and that increased hospital facilities could not be provided without increasing 
the rates of those contributions. 
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3493 beds ( 1600 already provided and 1893 under construction ) in Andhra Pradesh , Madhya 
Pradesh , Tamil Nadu and Kerala ( on the basis of Il beds per rooo familice ) at an estimated cost 
of Rs. 9 . 30 crores will result in providing 863 beds more than those required according to the scale 
of 4 beds per 1000 families . Rs. 10 . 50 crores were required for completion of the construction 
alrcady in hand but the fun is available with the Corporation on 30th June, 1968 were Rs. 6 crores 
only . The excess is proposed to be met by temporary divirsion of funds from the Permanent 
Disableinent Benefit Reserye Fund during 1970 -71 and 1971 - 72 on loan basis , rcpayable in 20 
cquited instalments . 

The above cxcess of 863 beds is as follows : 


Beds required @ 4 
per 1000 families 


Beds already provi 
ded & under construction 


Beds in 
excess 


431 


$ 26 


265 


584 


Andhra Pradesh 
Kerala 
Madhya Pradesh 
Tamil Nadu 


939 
440 


381 
1234 


355 
59 


1418 


184 


Total : 


2630 


3493 


863 


In Junc, 1969 it was stated by the Corporation that it had been decided to advise the Stato 
Governments to examine the possibility of utilising the excess capacity on payment basis for non 
entitled persong. 

Against the above excess of 863 beds there is a deficiency of 4286 beds in the remaining State 
eyca on the basis of the revised yardstick of 4 beds per 1000 familles . 

3 . Purchase of land not required for inimidiate use . - Land costing Rs. 86 . 13 lakhs 
purchased by the Corporation during 1961-62 to 1966 -67 (detailed below ) for construction 
ofhospitals and dispensaries , had not been utilised (April 1969) because the plang had been 
deferred or were abandoned : 


Year of 
purchase 


Cost in lakhs 
of rupees 


I 12 
2 . IO 


1961-62 
1962 -63 
1963-64 
1964-65 
1965-66 
1966 -67 


4 . 21 


21. 84 

6 -63 
50 . 23 


TOTAL 


86 . 13 


The Corporation purchased further land worth Ro. 22 . 56 lakhs during 1967 
and 1968 - 69 . 

In Septe nher, 1968 the Standing Committee of the Corporation suggested that wheeland 
was n it likely to be required soon , it should be disposed of to prevent unauthorised use anda 
encroachment. The Corporation decided (February , 1968 ), that all cases of land whercon action8 
for sanction ( to plans and cstimate ) had not been taken should be reviewed and in pursuance of 
that decision the State Governments (through whom construction is donc ) are understood to 
have been requested to recommend , after review , the necessity or otherwise of retaining such 
lands . 

4. Arr. ars of Employees, Contribution and Employsts Special Guti utio... - Arrears of 
contribution , from the employees and employers, Increased by 47 per cent and 48 per cent 
during 1955 -67 and 1967 -69 respectively are as under : 


Contribution due but not paid 

(in lakhs of rupees ) 


Upto 
31 - 3 -66 


Upto 
31 - 3 - 67 


Upto 
31 - 3 - 68 





. 





Employers Special cont iburion 
Employees Contribution 

Tota ! 


147 . 55 
58 . 85 


217 : 37 
86 : 20 


316 . 26 
133 13 


206 . 40 


303 . 57 


449 . 39 


- - 


- 


- 


-- 
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AR 


Tuo arreurs 11.7to 303 March , 1956 11d 318t Mirch , 1967 as on 3 th September , 1968 , inti 
mated by the Corporation ( April, 1969) , were as under : 


Upto Upto 

31 - 3 -66 31- 3 -67. 
(In lakhs of rupecs) 


Employers Special Contribution 
Employees Contribution . , 


71 . 38 
28 . 35 


132 . 25 
58 . 25 


Total 


. 


. 


, 


, 


, 


99 . 73 


190 . 50 


Arrears of Enployers Special Contribution and Employecs Contribution due from Goy 
ernnent and Q 138i - 

Gvern nent factories were Rs. 25 . 34 lakhs and Rs. 14 41 lakhs respectively 
w .zile those due from private factories wero Rs, 299 . 92 lakhs and Rs. 118 . 72 lakhs respectively 
on 31st March , 1968. Legal action had been instituted (April 1969) for Rs. 208 . 91 lakhs (Emp 
oyers Special Contribution ) and Rs. 90 ,30 lakhs ( Employecs Contribution ). 


5 . Corporation s revenue and Expenditure (on reverte account ).- The rate of Employers , 
Contribution fixed under the Act is double the rate of Employees Contribution which is 2 . 5 
per cent ofwages. However, as a transitory provision , the Employers Contribution was originally 
fixed @ 1 - 1 / 4 per cent. From 1 - 4 - 1962 it was raised to 2 - 1 / 2 per cent. At the existing rates of 
contribitions of the employecs and the einployers (both 2 . 5 per cent) the financial position of the 
Corporation has deteriorated from a surplus of Rs. 403.41 lakhs in 1964 -65 to a deficit of 
Rs. 41. 04 lakhs in 1967-68 as shown below : 


Ycar 


Total 
Income 


Expenditure Surplus, Deficit 

on 
revenue 
accounts 


(In lakhs of rupees ) 


1964 -65 
1965- 661 
1966 - 677 
1967 -68 


1961 
2309 
2534 
2676 


1558 
2067 
2418 
2717 


403 
242 
116 


41 


The Envloyees State Ingurance R : view Co.n .nittee , appointed by Government on 26 - 6 - 63 
eco .nnenl. 1, that the transitory provigion for recovery of Employers Contribution at less than 
the rate prescribed by the Act should be dropped and that recovery be made as per schedule - Iof 
the Act . 


Io Novem r , 1956 the Corporation appointed a gub - com nittee to examine this recom 
men ation which suggested in July , 1967 increase in the rate of Employers Contribution from 
2 - 1/ 2 per cent to 3 per cent from 1st April , 1968. It did not consider it , desirable to increase 
the rate to the extent prescribed in the Act as any further increase would add to the cost of produc 
ion during recession , 


From this increase of 1 / 2 per cent the Corporation anticipated additional revenue of Rs. 242 
lakhs and net gurplus of 27 lakhs during 1968 -69 but actually the increase proved inadequate ( to 
meet the expenditure of the Corporation ) and left a deficit of Rs. 16 lakhs ( income Rs. 31. 77 lakhs 
and expenditure Rs 31. 93 la shs ) during that year, 


The Corporation Intimated (October 1969 ) that it had since been decided to increasc the rate 
of employers contribution to 3 - 1 / 2 % of the total wage bill of employers from 1st January , 1970 and 
to 4 per cent from Ist April , 1970 . 


6 . Non - recovery of rent for hospitals dispensaries Constructed by the Curporation . -- 151 
buildings constructed by the Corporation ( cost Rs. 1405. 18 lakhs) were handed over to 
State Governments during 1957 - 58 to 1967 -68 for running hospitals / dispensaries for medical care 
of the insured persons , 
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Rent has not been recovered from myst of tho State Governments on the ground that the 
rent to be recovere l has not been fixed by them so far (April 1969 ). Provisional rent has , how 
ver , b : en fixed and recovered in the case of l amil Nadu (Rs. 12 . 22 lakhs). Mysore (Rs. 10 . 92 
akhs) and Gujarat (Rs. 28 . 11 lakhs). Recovery of Rs. 9 .77 lakhs for is other projects in Tamil 
Naduis yet to be mie (April, 1957) . Toe Corporation has stated ( June 1969 ) that steps to 
iccoyor provisionally rent on ad -hoc basis @ 6 per cent of the amount spent (upto 31st March 
1968) on each of the projects are being takca . 


7 . Failure to take timely action resulting in nugatory expenditure . - In 1964 the internal 
audit of tio Corporation reported that 4 , 100 of tho 9 , 300 insured persons attached 
Wew ) lis 2 1310 .23 in Delhi hai alcogly beca dobarred from medical bencfits . But no 
astion was initiated to woel out the exlt cascs fro .n the run ofmedical records in the dispensaries. 
A sinilar roport was also roceived in October 1967 from the Regional Director , Indore , indicating 
cxistance of nearly 77 per cent more medical records in the current rua then the persons actually 

adtled to niedical caro in Madaya Pradesh . All the Administrative Medical Oncers /Regional 
Directors wure accordingly directod in June, 1968 to undortake weeding out of the exit cases from 
the current run of medical records / envelopes . 


The report received in 1953 017 ligpengarics of Dalhl, survey of whose records had been 
completed by the Regional Director, showed that out of 40 , 155 mcdical records / envelopes 
found on the current run, 15 , 304 (i. e , more than 38 por cent) were of non - entitled persons. Thus 
alarga nunber of porzs78 111 their fanilies continuod to receive medical treatment even after 
Olay has been debirod, entailing nugatory expenditurc . Some of the persons were even sent to 
other hospitals for treatment, Rs. 18 , 500 were paid to one private hospital for treatment of such 
patients during 1964 to June 1967. 


The Corporation stated ( June, 1959 ) that out of 19 dispensaries in Dolhi medical record / 
cavelopes of 16 had been checked and the cavelopes of debarred lagured persons had gince been 
weede out . Also , stops to verify the continued eligibility of insured persons to receive medical 
treatment had been strengthened . 


8 . Unzdjuste 1 a dvances , - it of Rs. 19 . 85 crores advanced to various Stato Governments 
And the Central Public Works D .partmpat upto 3130 March 1967 for cygstruction of hospitals / 
lispe79arice , RS. 19 . 4 ) 220391217 37 cruces (detailed below ), were lying unadjusted on 3190 
March 1967 and 3736 March 1963 respectively : -- 


Year in which advance 

was paid 


Amount unadjusted 
on 31 - 3 -67 on 31- 3 -68 


( In lakhs of rupees ) 


1957- 58 


O IL 


1958 - 59 


1960- 61 


. 


. 


. 


. 


. 


. 


. 


0 : 10 
9 : 10 
46 - 17 


. . 
8 .83 
37 . 89 
57 23 


1961 -62 


64 69 


144 . 33 


116 . 13 


1962 -63 
1963 -64 
1964-65 
1965 -66 


. 


. 


. 


196 . 36 


166 . 97 


147 . 04 


211 . 19 
376 .77 


1966 -67 


. 


. 


. 


. 


. 


. 


. 


203 - 18 


TOTAL 


. 


. 


. 


. 


1048 .82 


737- 27 
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9 . N - 11j istnit of On account payin n . Out of the on account payments made to 
State Governments as Corporation s share towards cost of medical benefit of insured persne 
and their families , Rş. 691. 32 lakhs (detailed below relating to 1964- 65 to 1966 -67 were 
awaiting final adjustmedt (April 1969 ) : 


Year in which paid 


(Inlakhs of rupees) 


1964 -65 , 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


40 . 6 


1965 - 66 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


2 .0081 


1966 - 67 , 


, 


, 


, 


, 


, 


, 


, 


, 


, 


, , 
Total: 


409 . 05 
691 : 72 


IO . Outstanding dues on account of expenditure on sickness benefits exceeding the all india ave 
rage . Under Section 58 ( 2 ) of the Act, expenditure in excess of the all India Bycrage cn sickr. 668 
benefitis shared between the Corporation and the State Government on an agreed basis . 
The Corporation was yet ( October , 1968 ) to recover Rs. 18 . 61 lakhs on its account for 1962 -63 
to 1967- 68 from the Statc Governments of Andhra Pradesh , Kerala , Madhya Pradesh erd 
Tamil Nadu as follows : 


Sl. Name of 
No. State 


1962-63 


1963 -64 


1964-65 


1965-66 1966 -67 


1967-68 


Total 


1. Andhra 


( Amount in Lakhs of Rupees) 

0. 21 0 .17 


Pradesh 


, 


0 :04 


. 


0 . 21 


0 .37 


.. 


0 . 79 


2 . Kerala 


, 


O 46 


1•76 


I . 30 


0 . 92 


I : 22 


I 71 


7 37 


3 . Madhya 

Pradesh 


> IO 


2 : 46 


7 . 95 


0 : 10 
0 . 17 


O .os 
0 . 02 


1 .98 
. 


3. 36 
.. 


4 . Tamil Nadu 


2. 31 


2 : 50 


- 


TOTAL 


2 .81 


2 :03 


1.58 


3 . 07 


4 . 95 


4 . 17 


18 -61 


II . Constructif hospitals and staff quarters The Corporation sanctioned in December , 
1954 construction (through the Central Public Works Department) of a 924 bed hospital 
and other ancillary buildings which included 530 units of staff quarters of different types in 
village Basaidarapur, Delhi at an estimated cost of Rs. 225 . 21 lakhs. Construction of staff 
quarters W19 taken up by the Central Public Works Department in November , 1965. 
112 units of Class II and Class IV types were constructed by December , 1967. The number of 
units , (Class I, Class II, Class IV and Class V typcs ) constructed to date is 465 . 


Construction of thehospitalbuilding was started in November , 1968. Thebuildings of a 500 
bodded general hospital, întstead of the original 924 bed hospital is expected to be completed 
carly in 1970 as judged from the presentpace of progress. . . The staff quarters remain un -utillsed . 


[ File No. 4 ( 1) 69 -HI.] 


DALJIT SINGH , Under Secy . 
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श्रम और पुनर्वास मंत्रालय 
( श्रम और रोजगार विभाग ) 

नई दिल्ली, 2 अगस्त , 1971 
का०प० 3280 . - कर्मचारी राज्य बीमा अधिनियम , 1948 ( 1948 का 
34 ) की धारा 36 के अनुसरण में , 1967 - 68 वर्ष के लिए कर्मचारी राज्य बीमा निगम 
के संपरीक्षित लेबानों को एतदद्वारा सर्वसाधारंण को जानकारी के लिए प्रकाशति पिया जाता 
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कर्मवारी राज्य 
31 मार्च , 1968 को समाप्त हुए वर्ष 


प्राय 


लेखा शीर्ष 


रकम 


जोड़ 


पूर्व वर्ष 
( 1966- 67 ) 


रु . 


अभिदाम द्वारा - - 
12,93, 27 ,103 केवल नियोज. का का अंश 
11, 50, 80, 309 केवल कनं वारियों का अंश 


. 
. 


13, 64, 06, 909 
12, 44, 28, 148 


26, 08 , 35, 057 


3, 94, 390 


3, 94, 390 


24, 44 ,17, 412 

प्रारम्भ में निगम द्वारा चिकित्सा 

प्रसुविधामो पर किए गई खर्व 

में राज्य सरकार / सव राज्य क्षत्रों 
3 , 67, 000 का अंश . 

अन्य राजरक शीर्ष 

माया प्रदान , संदान और दान 
80, 51, 463 ब्याज और लाभाँश . . . 
1, 65, 754 प्रतिकर . 
1, 52, 330 भाटक , रेट और कर . 

2,476 फीस, जुर्माने और समपहरण 
2, 12,545 प्रकीर्ण 


58, 95, 709 
1 , 36, 051 
63 , 255 

4, 953 
2, 97, 313 


85, 84, 568 


63, 97, 281 
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बीमा निगम 


का प्राय- व्यय लेखा 


व्यय 


लेखा शीर्ष 


रकम 


जोष 


पूर्व वर्ष 
( 1966 - 67 ) 


रु० 


1. बीमाकृत व्यक्तियों और उनके 

परिवारों को प्रसुविधाए 
क - - चिकित्सा प्रसुविधाएं 
( 1 ) चिकित्सीय उपचार और प्रसुति 

सुविधाग्री प्रादि के पर राज्य 
सरका प्रादि ध्यय में 
निगम के अंश के रुप में राज्य 
सरकारों आदि को संदाय । . 10, 69, 20, 401 


9 , 86, 53, 422 


( ) चिकित्सीय उपचार , देखभाल 

और प्रसुति सूविधाएं ( सीधे 
निगम द्वारा किए गए व्यय ) 
--- (कुल व्यय ) . . 


43, 52, 597 


54, 37, 704 


10 , 30, 06, 019 जोड़ क -- चिकित्सा प्रसुविधाएं . 11, 23, 58, 105 

खनकद प्रसुविधाएं 
7, 06, 03, 647 ( 1 ) बीमारी प्रसुविधाएं . 8, 38, 52, 628 
64, 86, 673 ( 2 ) दी गई बीमारी प्रसुविधाएं . 82 , 93 ,78 4 
37, 55, 036 ( 3 ) प्रसुति फायदे . . 40, 54, 184 
80,42, 858 ( 4 ) अस्थायी निःशक्तता प्रसुविधाए 93 ,19, 58 7 
1, 20,52, 800 ( 5 ) स्थायी निशक्तता प्रसूविधाएं . 1, 49, 60, 700 

(पंजीकृत मूल्य ) 

आश्रितों की प्रसुविधाएं ( पंजीकृत 
32, 28, 700 मूल्य ) 

31, 61, 000 


12, 36, 41, 883 


10, 41, 69, 714 कुल नकद प्रसुविधाएं . . 

ग + अन्य प्रसुविधाएं 

( क ) निःशक्त व्यक्तियों के पुनर्वास 
6, 060 पर व्यय 

( ख ) शिकिस्सा बोर्ड और अपील 
1,51, 660 अधिकरण . . . 


33, 312 


1, 98, 054 
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लेखा शीर्ष 


रकम 


जोड़ 


पूर्व वर्ष 
(1966 - 67 ) 


रु० 


० 


तुलनपत्र में ले जाया गया प्राय पर 

व्यय का प्राधिक्य 


41, 03, 508 


- 


- 


- 


- 
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लेखा शीर्ष 


जोड़ 


पूर्व वर्ष 
(1966- 67 ) 


56, 960 


72, 599 


( ग) बीमाकृत व्यक्तियों को संदाय 
( 1 ) सवारी प्रभार प्रौराया मजदूरी 

की हानि . . 
( 2 ) परिवार नियोजन के अधीन 

अनुषंगिक प्रभार . 
( घ ) अन्तिम संस्कार प्रसुविधाएं . 
( ङ ) सहायता अनुदान . . . 
(च ) प्रकीर्ण . . . 


17, 715 


4, 82, 266 


28, 621 


80, 05, 500 
1, 25, 357 


20, 00 , 000 
1 , 49, 464 


83, 63, 252 


29, 64, 316 


जोड़ 1 - - अन्य प्रसुविधाएं 
बीमाकृत व्यक्तियों और उनके परि 

वारों को कुल प्रसुविधाएं . . 


21, 55, 38, 985 


23, 89, 64, 304 


2 - प्रशासनिक व्यय 


( 1 ) निगम , स्थायी समिति और 
22, 511 क्षेत्रीय बोर्ड, प्रदि 
1, 91 ,194 ( 2 ) प्रधान अधिकारी , 
18, 18, 240 ( 3 ) अय अधिकारी . 
63, 70, 638 ( 4 ) अनुसचिवीय स्थापन . 
12, 90, 275 ( 5 ) वर्ग 4 सेवक 
25, 56, 213 ( 6 ) प्राकस्मिकताएं . . 


25, 288 
2, 15, 988 
19, 10, 541 
71 , 85, 554 
14, 39, 856 
20, 04, 916 


1, 22, 49, 071 


ड़ : 


- - प्रधीक्षण 


1, 36, 82,143 


ब - - क्षेत्रीय कार्य 
4, 20, 841 (1 ) अधिकारी 
78, 31, 074 ( 2 ) अनुसचिवीय स्थापन 
14, 36, 371 (3 ) वर्ग 4 सेवक 
13, 17, 274 ( 4 ) आकस्मिकताएं . 


. 


4, 86, 511 
89, 28, 828 
16. 12, 384 
13, 49, 671 


. 


1, 10, 05,660 


जोड़ बक्षेत्रीय कार्य . 


1, 23, 77, 400 
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लेखा शीर्ष 


रकम 


जोड़ 


पूर्व वर्ष 
( 1966 - 67 ) 
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लेखा शीर्ष 


रकम 


जोड़ 


पूर्व वर्ष 
( 1966 - 67 ) 


रु० 


1, 21, 697 

9 , 105 
24, 405 
11, 331 
78, 343 


79, 666 


2, 38, 599 


ग - - अन्य प्रभार 
1, 09, 748 ( 1 ) विधिक प्रभार 

34. 628 ( 2 ) बीमा न्यापालय . . 
12, 009 ( 3 ) प्रचार और विज्ञापन 

8, 465 ( 4 ) बैंक खाते रखने के प्रभार 
99, 118 ( 5 ) लेखा परीक्षक फीस 
6, 878 ( 6 ) कार्यालय भवनों / स्टाफ्कारों - 

दि का प्रवक्षयण . . 
( 7 ) निगम के स्वाभित्वाधीन के 

कार्यालय के भवनों की मरम्मत 
22, 974 

और रख रखाव . . 
( 8 ) सेवा निवृत्ति प्रसुविधाएं 

(क ) निगम के कर्मचारियों के लिए 
3,50, 000 पेंशन आरक्षित निधि . 

( ख ) क० रा ० बी० निगम भविष्य 

निधि में निगम का 
1, 61, 443 

अभिदाय . . 

( ग ) क० रा० बी० निगम भविष्य 
3, 47, 649 निधि में संदात्त ब्याज 

( घ ) घटाएं विनिधानों पर वसूल व्याज 
( - ) 33, 934 और अभिलाभ . 

( 9 ) अनुकंपा प्रारक्षित निधि 
24, 788 (10 ) प्रकीर्ण . 
- (11 ) हानियां . . . 


15, 50, 000 


1 , 62, 657 


4 , 48, 258 


( - ) 72, 222 

( 5, 000 

651 
422 


11, 43, 856 जोड़ : - ग -- अन्य प्रभार . 


. 


26, 57, 912 

- - -- - - 
2, 87, 17, 455 


2, 43, 98, 587 जोड़-- 2 ---प्रशासनिक व्यय 

3 -- अस्पताल और मोषधालय 

( 1 ) अस्पताल भवनों और उपस्करों 
5, 60, 135 

का प्रवक्षयण . 

अस्पताल के भवनों / औषधालयों 
12, 39, 371 

की मरम्मत और रख रखाव 


10, 81, 149 


40, 48, 475 


30, 27, 326 27 , 17, 30, 234 


17, 99, 506 
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लेखा शीर्ष 


रकम 


पूर्व वर्ष 
( 1966 - 67 ) 


25 , 33, 68,980 


कुल जोड़ . 


. 


. 


27,17, 30, 234 


नई दिल्ली , 
तारीख 31 मई , 1968 
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लेखा शीर्ष 


रकम 


जोड 


पूर्व वर्ष 
( 1966 - 67 ) 


-- 


27, 17, 30, 234 


24,17, 37, 078 राजस्व खाते पर कुल व्यय तुलनपत्र 

में ले जाये गये व्यय पर आय 
1, 16, 31 , 902 का अधिक्य 


25, 33, 68, 980 कुल जोड़ 


. 


. 


27, 17, 30, 234 


ह० बी० आर० नटैसन , 
वित्तसलाहकार और मुख्य लेखा अधिकारी , 

कर्मचारी राज्य बीमा निगम । 
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- - - - - - - 

कर्मचारी राम 


31 मार्च, 1968 


पूर्व वर्ष 
( 1966- 67 ) 


दायित्व 


रकम 


रकम 


जोड़ 


रु० 


व्यय पर प्राय के प्राधिक्य का शेष 
33,92, 56, 614 पिछले तुलन पत्र के अनुसार 


35, 08, 88, 516 


1, 16, 31 , 902 वर्ष के दौरान संचय ( + ) / कमी ( - ) ( - ) 41 , 03, 506 


35, 08, 88, 516 


34, 67 ,85, 010 


( 1 ) स्थायी ( आंशिक और कुल ) 

निःशकता प्रसुविधा प्रारक्षित निधि 
3,50, 25 , 762 पिछले तुलन पत्र के अनुसार 
1, 20, 52, 800 वर्ष के दौरान की गई व्यवस्था 
16, 93, 819 विनिधानों से प्राप्त ब्याज 


4 ,15, 91 ,983 
1, 49, 60, 700 
20, 60, 979 


4, 87, 72, 381 


5 , 86,13,662 


71, 80, 398 घटायें - - वर्ष के दौरान किए गए सन्दाय 


95, 40, 866 


4, 15, 91, 983 


4 , 90, 72 , 796 


( 2 ) प्राश्रित प्रसुविधा प्रारक्षित निधि 
1, 32 , 71, 01, 8 पिछले तुलन पत्न के अनुसार 
32, 28, 700 वर्ष के दौरान की गई व्यवस्था 
7, 30, 423 विनिधानों से प्राप्त व्याज 


1, 60, 36, 205 
31, 61, 000 

7 , 68, 728 


1, 99, 65, 554 


1 ,72, 30, 141 
11, 93, 936 


घटाय - वर्ष के दौरान किए गए सन्दाय 


14, 18, 728 


1 , 60, 36, 205 


1, 85 , 46 , 926 
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- -- - - 


- 


- 


- - 


बीमा निगम 


को तुलत्त पत्र 


आस्तियां 


रकम 


जोड 


पूर्व वर्ष 
( 1966- 67 ) 


रु० 

भूमि और भवन ( निगम के पूर्ण 
स्वामित्व में ) ( क ) निगम के कार्यालयों 

के लिए भवन ( स्टाफ क्वाटरों सहित ) 
60, 40, 306 पिछले तुलन पत्र के अनुसार 
8, 38, 881 वर्ष के दौरान परिवर्धन 


74, 79, 187 


31 , 41, 864 


74, 79, 187 


1, 06, 21, 951 


( ख ) अस्पताल और प्रौषधालय 
5 , 90, 94, 474 पिछले तुलन पत्र के अनुसार 
2, 66, 21, 475 वर्ष के दौरान परिवर्धन 


8, 57 ,15, 949 
3, 00, 50, 261 


11, 57, 66, 210 


8, 57,15, 949 
9 , 31, 95, 136 


12, 63, 87, 261 


भूमि और भवन ( निगम और राज्य 

सरकारों के संयुक्त स्वामित्व में ) 
निगम का अंश 

( क ) अस्पताल और औषधालय 
4, 05, 331 पिहले तुरुन पत्र के अनुसार 

वर्ष के दौरान परिवर्धन 


4 , 05, 331 
2, 74, 291 


6, 79, 622 


4 , 05 , 331 

( ख ) अस्पतालों प्रादि के लिए उपस्कर 
49 , 680 पिछले सुलन पत्र के अनुसार 

वर्ष के दौरान परिवर्धन 


49, 680 


49,680 


49, 680 
4, 55, 011 


7 , 29, 302 


4592 THE GAZETTE OF INDIA: SEPTEMBER 4, 1971/BHADRA 13, 1893 [ PART II 


दायित्व 


रकम 


जोड़ 


पूर्व वर्ष 
( 1966-67 ) 


84, 92, 610 


( 3 ) कर्मचारी राज्य बीमा निगम 

भविष्य निधि 
71, 30, 227 पिछले तुलन पत्र के अनुसार जोड़े वर्ष के 

दौरान जमा की गई राशि 
17, 55 ,953 कर्मचारियों का अभि दाय 
1, 61, 443 निगम का अभिदाय 
3, 47, 649 कर्मचारियों और निगम के अंशो पर 

व्याज 


26, 98, 622 
1 , 62, 657 
4 , 48, 258 


93, 95, 272 
8, 39, 671 घटाएं - अर्ष के दौरान किए गए सन्दाय 


1, 18, 02, 147 
11, 80, 719 


85, 55, 601 
( - ) 62, 991 ( षटाएं पेंशन प्रारक्षित निधि में अन्त 

रित रकम ) 


1 ,06 ,21, 428 

( - ) 494 


84, 92, 610 


1, 06, 20 , 934 


( 4 ) निगम के कार्यालयों के लिए 

भवनों की प्रवक्षयण आरक्षण 

निधि ( स्टाफ क्वार्टरों सहित ) 
2, 26, 992 पिछने तुलना पत्र के अनुसार 

वर्ष के दौरान की गई व्यवस्था 
9, 532 विनिधानों से प्राप्त व्याज 


2, 35, 624 
73, 343 
10, 374 


3. 19, 341 


2, 35 , 624 

( 5 ) अस्पतालों और जाँच केन्द्रों में 

उपस्कर की अवक्षयण प्रारक्षित 

निधि 
34, 008 पिछले तुलन पत्र के अनुसार 
9,884 वर्ष के दौरान की गई व्यवस्था 
1, 191 विनिधानों से प्राप्त व्याज 


45 , 083 
5 , 716 
1,872 


45 , 083 


52, 671 
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मास्तियाँ 


रकम 


जोड 


पूर्व वर्ष 
( 1966- 67 ) 


रु . 


उच्चन्त ( अस्पतालों के निर्माण और 

उनके उपस्कर तथा कार्यालय भवनों के 

निर्माण के लिए उधार ) 
9, 79, 41, 642 पिछले तुलन पत्र के अनुसार 
4, 26, 68 , 621 जोड़ें - वर्ष के दौरान किए गए संदाय 


10 , 48 ,82, 360 
3, 55, 96, 001 


14, 06,10, 263 
3,57,8 2, 903 घटाएं - - समायोजन और वसुलियाँ 


14, 95 ,93, 198 
3, 55 , 96 , 001 


10, 48 ,82, 360 


11 , 39, 97, 198 


स्टाफ कारे 
8 4, 149 पिछले तुलन पत्र के अनुसार 

जोड़ें - - वर्ष के दौराद किए गए संदाय 


84, 149 
14, 791 


84, 149 


98 , 940 


निगम के कार्यालय अध्यक्षों को स्थायी 
मग्रिम 


21,8 16 पिछले तुलन पत्र के अनुसार 
1, 265 जोड़ें - वर्ष के दौरान किए गए संदाय 


23, 081 
1, 755 


23, 081 


घटाएं --- वर्ष के दौरान की गई 


24,836 

240 


वसुलियाँ 


23, 081 


24,596 


निगम के कर्मचारियों को स्थानान्तरण 

पर वेतन का अग्रिम 
10, 258 पिछले तुलन-पत्र के अनुसार 
64, 036 जोड़े - - वर्ष के दौरान किए गए संवाय 


18 ,811 
45, 000 

- - - - - - - -- 
63, 8 11 


-- - - 


74, 294 
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दायित्व 


रकम 


जोड़ 


पूर्व - वर्ष 
( 1966-67 ) 


रु० 


० 


( 6 ) अस्पताल भवनों की प्रारक्षित 

निधि पर प्रवक्षयण 
7 , 14, 095 पिछले तुलन पत्र के अनुसार 
5,50, 251 वर्ष के दौरान की गई व्यवस्था 
32, 623 विनिधानों से प्राप्त व्याज 


12, 86, 969 
10, 15, 434 

65, 432 


23, 77,832 


12, 96, 969 

( 7 ) स्टाफ कारों की प्रवक्षयण प्रारक्षित 

निधि 
54, 296 पिछले तुलत पत्र के अनुसार 
5 , 878 वर्ष के दौरान की गई व्यवस्था 
2, 565 विनिधानों से प्राप्त व्याज 


63, 739 
6, 323 
3, 427 


73. 489 


63, 739 

( 8 ) निगम के कार्यालयों की भवनों 

की मरम्मत और रख रखाव पारक्षित 

निधि 
3, 90, 770 पिछले तुलन पत्र के अनुसार 
22, 974 वर्ष के रान की गई व्यवस्था 

16, 932 विनिधानों से प्राप्त ब्याज 
- - -- - -- - -- 
4, 30, 676 
64,314 षटाएं --वर्ष के दौरान किए गए संवाय 


3, 66, 382 
2, 38 ,599 
22,806 


6, 27, 767 
____ 41, 706 


3, 66, 362 


5, 86, 061 


( 9 ) अस्पतालों की मरम्मत भौर रख 

रखाव की प्रारक्षित निधि का लेखा 
10 , 84, 840 पिछले तुलन पत्र के अनुसार 
12, 39, 371 वर्ष के दौरान की गई व्यवस्था 

50, 770 विनिधानों से प्राप्त व्याज 


22, 47 , 301 
30, 27, 326 
1, 15, 164 


22, 74, 981 
1, 27, 680 षटाएं - वर्ष के दौरान किए गए सन्दाय 


63, 89, 791 

6 , 848 


22, 47, 301 


53, 82, 943 
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आस्तियाँ 


रकम 


जोड़ 


पूर्व वर्ष 
( 1966- 67 ) 


रू० 


रू० 

57, 725 


55, 483 


घटाएं वर्ष के दौरान की गई 


वसुलियो 


18, 811 


6, 083 


निगम के कर्मचारियों को स्थानान्तरण पर 

यात्रा भत्ते का अग्रिम 
19, 386 पिछले तुलन पत्न के अनुसार . 
72,978 जोड़ें -वर्ष के दौरान किए गए संदाय . 


31 , 048 


64, 424 


92, 364 


95, 472 


61, 316 षटाएं - -वर्ष के दौरान किए गए संदाय 


70 , 456 


25, 016 


31, 048 

निगम के कर्मचारियों को सवारी 

खरीदने के लिए अग्रिम 
2, 79, 282 पिछले तुलन पत्र के अनुसार 
2, 89, 440 जोड़े - वर्ष के दौरान किए गए संदाय 


3, 51, 216 


3, 88, 479 


5 , 68, 722 


7, 39, 685 


2, 17, 506 घटाएं - वर्ष के दौरान की गई वसूलियाँ 


2, 60, 831 


3, 51, 216 


4, 78, 864 


गृह निर्माण उधार 
19,180 पिछले तुलन पत्र के अनुसार 
29 ,520 जोड़ें - वर्ष के दौरान किए गए संदाय 


46, 772 


31, 420 


48, 700 
1, 928 


घटाएं - वर्ष के दौरान की गई वसूलियाँ 


78, 192 
5 , 628 


46, 772 


. 72, 564 
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- 


दायित्व 


रकम 


जोड़ 


पूर्व वर्ष 
( 1966- 67 ) 


( 10 ) निगम के कर्मचारियों के लिए पेंशन 

मारक्षित निधि 
44, 80, 634 पिछले तुलन पत्र के अनुसार 
3,50,000 वर्ष के दौरान की गई व्यवस्था 
2 , 22, 620 विनिधानों से प्राप्त ब्याज और लाभ 


51, 00, 509 
21, 72, 177 
3, 13, 496 


50, 53, 254 

15, 736 


75 , 86 , 182 

18, 308 


घटाएं वर्ष के दौरान किए गए संदाय 


75, 67, 874 


494 


50 , 37, 518 
62, 991 जोड़ें - कर्मचारी राज्य बीमा निगम 

भविष्य निधि से अंतरित राशि 
51, 00, 509 


75, 68, 368 


( 11 ) कर्मचारी राज्य बीमा निगम के 

कर्मचारियों के लिए अनुकम्पा पार 
क्षित निधि 
वर्ष के दौरान की गई व्यवस्था 
विनिधानों से प्राप्त व्याज 
घटाएं - वर्ष के दौरान किए गए संदाय 


5 , 000 


5 , 000 


प्रतिभूतियों के निक्षेप उदाहरणार्थ 

ठेकेदारों के 
82,401 पिछले तुलन पत्र के अनुसार 
92,159 जोड़ें -वर्ष केघौरान निक्षेप 


87, 432 


1 , 14, 588 


1, 74, 560 
87,128 घटाएं -वर्ष के दौरान प्रति संदस निक्षेप 


2, 02, 020 
99, 983 


87, 432 


1 , 02 , 037 
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- 


- 


- 


- 


प्रास्तियाँ 


रकम 


जोड़ 


पूर्व वर्ष 
( 1966- 67 ) 


रु० 


निगम के कर्मचारियों को प्रकीर्ण उधार 
( त्यौहार उधार ) 


1,07,520 पिछले तुलन पत्र के अनुसार 


1, 37, 552 


3, 22,430 जोड़ें - वर्ष के दौरान किए गए संदाय 


4, 06, 866 


- 


- - 


4, 29, 950 


5, 44, 418 


2,92,398 घटाएं - वर्ष के दौरान की गई वसूलियाँ 


3, 66, 638 


1 , 37, 552 


1 , 77, 780 


राज्य सरकारों की अोर से अग्रिम संवाय 
958 पिछले तुलन पत्र के अनुसार 
3, 949 जोड़ें — वर्ष के दौरान किए गए संदाय 


1, 459 


4 , 279 


4 , 908 


5 , 738 


3,449 घटाए - - वर्ष के दौरान की गई वसूलियां 


4, 657 


1, 459 


1 , 081 


प्रतिभूतियां खरीदने के लिए भारतीय 
रिजर्व बैंक को अग्रिम 


1, 32 ,696 पिछले तुलन पत्र के अनुसार 
( - ) 1, 32, 696 जोड़ें -वर्ष के दौरान किए गए सन्दाय . . . 


- 


- 


- 


घटाएं - वर्ष के दौरान किए गए समायोजन 
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दायित्व 


पूर्व वर्ष 
( 1966- 67 ) 


रकम 


रकम 


जोड़ 


अन्य पक्षकारों को सन्देय बिलों से 
कटौतियां 


41, 432 


15, 555 पिछले सुलन पत्र के अनुसार 
3, 36,282 जोड़ें - वर्ष के दौरान जमा रकम 


. 
. 


3, 71, 228 


4, 12, 660 


3, 50, 837 
3, 09, 406 घटाएं वर्ष के दौरान किए गए 

सन्दाय 


3, 86, 157 


41, 432 


26, 503 


कर्मचारी राज्य बीमा निगम भविष्य 
निधि में प्रवावाकृत निक्षेप . 


6,493 पिछले तुलन पत्र के अनुसार 


. 9, 606 


3,113 जोड़ें वर्ष के दौरान जमा राशि 


1, 202 


10, 808 


9, 606 
. . 


घटाएं - वर्ष के दौरान किए गए सन्याय 


2 , 893 


9, 606 


7 , 916 


प्रकीर्णनिक्षेप 


50,937 पिछले तुलन पत्र के अनुसार 


. . 2,99, 064 


घटाएं वर्ष के दौरान प्रतिसंदप्त 

निक्षेप . . . 
2, 48, 127 ओड़ें — वर्ष के दौरान प्राप्त निक्षेप . 


1, 86, 766 


2 , 99 , 064 


1 ,12, 298 
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आस्तियाँ 


रकम 


जोड 


पूर्व वर्ष 
( 1966-67 ) 


ह 


निगम के पूर्ण स्वामित्व के अस्पतालो / 

पौषधालयों / अनेकिसयों मावि की 
मरम्मत और रख रखाव के लिए 
राज्य सरकारों / राज्य लोक निर्माण 
विभाग को अग्रिम दी गई रकम 

पिछले सुलन पत्र के अनुसार . 
16, 79, 774 जोड़ें -- वर्ष के दौरान किये गये सन्दाय 


12, 79, 773 


5, 52,930 


18, 32, 703 


16, 79, 774 
4, 00, 001 षटाएं — वर्ष के दौरान किए गए 

समायोजन 


6 , 848 


18, 25, 855 


12, 79 , 773 

प्रकीर्ण अग्रिम 
5, 87, 546 पिछले तुलन पत्र के अनसार 
2,21, 707 जोड़ें--- वर्ष के दौरान किए 

सन्दाय 


6 , 02,164 


. 
गए 


5 , 15, 229 


8 , 09, 253 


11, 17, 393 


2, 07, 089 षटाएं वर्ष के दौरान प्राप्सियो 


2, 09, 610 


6 , 02, 164 


9 , 07, 883 


73,69,166 


72 ,69, 766 राज्य सरकारों को दिए गए ऋण पिछले 

तुलन पत्र के अनुसार . 
1, 00, 000 जोड़ें यर्ष के दौरान किए गए 

सन्दाय 


73, 69, 766 


73, 69, 766 


4600 THE GAZETTE OF INDIA : SEPTEMBER 4, 1971/ BHADRA 13, 1893 [ PART II -- 


- 


- - - 


- 


दायित्व 


रकम 


पूर्व वर्ष 
( 1966 - 67 ) 


जोड़ 


रु० 
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आस्तियो 


रकम 


जोड 


पूर्व वर्ष 
( 1966- 67 ) 


रु० 


विप्रेषण 

नकद विप्रेषण 
20, 04, 500 पिछले तुलन पत्र के अनुसार 
39, 29, 46, 618 जोड़ें - -वर्ष के दौरान समायोजित 


6 , 11, 000 
. 41, 94, 34, 109 


39, 49, 51, 118 
39, 43, 40 , 118 


42, 00, 45, 109 
पटाएं - - वर्ष के दौरान समायोजित . 42, 00, 11, 009 


34, 100 


6 , 11, 000 

अन्य विप्रेषण -- विनिमय लेखा 
24, 549 पिछले तुलन पत्र के प्रमुसार 
4, 45, 46, 913 जोड़ें - वर्ष के दौरान नामे 


167 
4, 62, 87, 839 


4, 45, 71, 462 
4, 45, 71, 295 


4,62, 87, 839 
4, 62, 85, 579 


घटाएं - - वर्ष के दौरान जमा 


167 


2, 260 


लागत परविनिधान 
( 1 ) स्थायी ( माशिक मौर कुल ) 
निशक्तता प्रसुविधा मारक्षित निधि 


4, 15, 37, 346 


3, 18, 50, 746 पिछले तुलन पत्र के अनुसार 
96, 86, 600 जोड़ें -- वर्ष के दौरान किये गये 

विनिधान 


75, 74, 966 


4, 91, 12, 312 

50, 208 
- - 


4, 90, 62,104 


4, 15, 37, 346 
. . घंटाएं - - विनिधानों की परिपक्कता 

- या विक्रय से वसूली . . 
4,15, 37, 346 

( 2) माश्रित प्रसुविधा प्रारक्षित निधि 
1, 29, 65, 701 पिछले तुलन पत्र के अनुसार . 
30, 53, 000 जोड़ें - - वर्ष के दौरान किये गये 

विनिधान 


1, 60, 18, 701 


26 , 89, 575 


1 , 60, 18, 701 


1, 87, 08, 276 
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पूर्व वर्ष 
( 1966 - 67 ) 


वायित्व 


जोड़ 
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आस्तियां 


रकम 


जोड़ 


पूर्व वर्ष 
(1966 - 67 ) 


रु० 


घटाएं - - विनिधानों की परिपक्कता या 
विक्रय से वसूली . . 


1, 73 ,569 


1, 60 , 18, 701 


1, 85, 34, 707 


( 3 ) कर्मचारी राज्य बीमा निगम 

भविष्य निधि 


79, 30, 100 


70, 27, 600 पिछले तुलन पत्र के अनुसार . 
9,02, 500 जोड़ वर्ष के दौरान किए गए 

बिनिधान 


26, 83, 688 


79, 30, 100 


1 , 06, 13, 788 


घटाएं - - विनिधामों की परिपक्कता या 
विक्रय से वसूली . . 


1 , 700 


79, 30, 100 


1, 06, 12, 088 


घटाएं --पेंशन प्रारक्षित निधि में 

अन्तरित रकम 


79, 30, 100 


1108312, 088 


( 4 ) निगम के कार्यालयों के भवनों 
( स्टाफ क्वार्टर सहित ) की अवक्षयण 

प्रारक्षित निधि 
1,75, 488 पिछले. तुलन पत्र के अनुसार . 
52, 000 जोड़ें - वर्ष के दौरान किये गए । 

विनिधान 


2, 27, 488 


90, 302 


2, 27, 488 


3,17, 790 


----- - ---- घटाएं - विनिधानों की परिपक्कता 
2 , 27, 488 

या विक्रय से वसूली 


3317, 7907 
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पूर्व वर्ष 


दायित्व 


रकम 


जोड 


( 1966 - 67 ) 


६० 
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मास्तियां 


रकम 


जोड़ 


पूर्व वर्ष 
( 1966 - 67 ) 


हल 


रु० 


( 5 ) अस्पतालों और जांच केन्द्रों में 

उपस्करों की प्रवक्षयण प्रारक्षित 

निधि 
27, 900 पिछले तुलन पत्र के अनुसार 
11, 000 जोड़ें - वर्ष के दौरान किए गए विनिधान 


33, 900 
18, 700 


38, 900 


52, 600 


5 ,000 घटाएं - -विनिधानों की परिपक्कता या 

विक्रय से वसूली 


33, 900 


52, 600 


) अस्पताल भवनों की अवक्षयण 
प्रारक्षित निधि 


7, 17, 500 


3, 35, 500 पिछले तुलन पत्र के अनुसार 
3,82,000 जोड़ें - वर्ष के दौरान किये गये 

विनिधान 


16, 27, 960 


7 , 17, 500 


23, 45, 460 


( 7 ) स्टाफ कारों की प्रवक्षयण प्रार 

क्षित निधि 
42, 000 पिछले सुलन पत्र के अनुसार 
24, 000 जोड़ें -- वर्ष के दौरान किये गये विनिधान 


54, 000 
17, 493 


66, 000 


71, 493 


12, 000 घटाएं - --विनिधानों की परिपक्कता 

या विक्रय से वसूली 


54, 000 


71, 493 
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दायित्व 


रकम 


जोड़ 


पूर्व वर्ष 
(1966 - 67 ) 
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मास्तियां 


पूर्व वर्ष 
(1966 - 67 ) 


रफम 


जोड़ 


रु० 


रु० 


रु० 


( 8 ) निगम के कार्यालयों के भवनों 

( स्टाफ क्वाटरों सहित ) की 
मरम्मत और रख रखाव पार 

क्षित निधि 
1, 81, 727 पिछले तुलन पत्र के अनुसार 
2, 29, 000 जोड़े - - वर्ष के दौरान किये गये विनिधान 


3, 61, 227 
2, 12,185 


5 , 73, 412 


4, 10, 727 
49, 500 घटाएं - -विनिधानों की परिपक्कता या 

विक्रय से वसूली 


3, 61, 227 


5 , 73, 412 


( 9 ) अस्पताल भवनों की मरम्मत 

और रख रखाव प्रारक्षित निधि 
3, 65, 600 पिछले तुलन पत्र के अनुसार 

10 , 85, 600 
7, 21, 600 जोड़ें - -वर्ष के दौरान किये गये विनिधान 25, 02, 787 


35 , 88, 387 


10, 87, 200 
1 , 600 घटाएं ---विनिधानों की परिपक्कता या . 

विक्रय से वसूली 


10, 85, 600 


35, 88, 387 


(10 ) निगम के कर्मचारियों के लिए 

पेंशन आरक्षित निधि 
37,73, 555 पिछले तुलन पत्र के अनुसार 
11, 25, 800 जोड़ें --- वर्ष के दौरान किये गये विनिधान 


48, 58, 513 
28, 07, 939 


48, 99 , 355 


76, 66, 452 


40, 842 घटाएं - - विनिधामों की परिपक्कता 

या विक्रय से वसूली 


1, 00, 000 


48,58, 513 


75, 66, 452 


-. - . . 


- . - 


. . 


. 


- 


- 


- 


- 


- . . - . . 


4608 THE GAZETTE OF INDIA : SEPTEMBER 4 , 1971 / BHADRA 13 , 1893 [ PART II — 


दायित्व 


रकम 


जोड़ 


पूर्व वर्ष 
( 1966 - 67 ) 


. 


. 


. . _ 


44, 16, 40, 127 


- - 


4.1640,127 


- - 


- -- - 


-- 


- - 


49.6802.435 कुलजोड़ . 


- 


- 


42 ,68 ,02,435 कुल जोड़ 

नईदिल्ली ; 
तारीख : 31 मई, 1968 
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प्रास्तियां 


रकम 


जोड़ 


पूर्व वर्ष 
(1966 - 67 ) 


- - - - - -- - - - -- - - - - - - - - - 


- - 


- - - - - 


- 


- 


क० 


साधारण रोकड़ बाकी 
15, 29, 89, 395 पिछले तुलन पत्र के अनुसार विनिधान 12,14, 39, 634 
2, 97, 96, 000 जोड़ें. – वर्ष के दौरान किये गये विनिधान 3, 18, 58, 300 


15, 32, 97, 934 


18, 27, 85, 395 
6,13, 45 , 761 घटाए - - विनिधानों की परिपक्कता या 

विक्रय से वसूली 


8, 12, 20, 775 


7, 20, 77,159 


- -- - -- - - - - 


- - 


12 ,14, 39,634 
- - - - - - - 

6,14,965 हाथ रोकड़ 
2, 28, 33, 996 बैंकरों के पास रोकर 


6, 73, 580 
2, 40, 26, 346 


2, 34, 48, 961 


2, 46, 99, 926 


14, 48,88, 595 कुल रोकड़ बाई 


9, 67, 77, 085 


42, 68, 02, 435 कुल जोड़ 


44, 16, 40, 127 


ह० - बी० आर० नटेसन , 
वित्त सलाहकार और मुख्य लेखा अधिकारी , 

कर्मचारी राज्य बीमा निगम । 
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लेखा परीक्षा प्रमाण-पत्र 


मैंने कर्मचारी राज्य बीमा निगम के पूर्वोक्त लेखामों और तुलनपत्र की परीक्षा की है और 
मुझे ऐसी सभी सूचना और स्पष्टीकरण प्राप्त हो गए हैं जिनकी मैंने अपेक्षा की । उपाबद्ध संपरीक्षा 
रिपोर्ट में की गई टिप्पणियों के अध्यधीन रहते हुए, अपनी सम्परीक्षा के परिणामस्वरूप, में अपनी 
सर्वोत्तम जानकारी के तथा मुझे दिए गए स्पष्टीकरणों के अनुसार, जैसे कि वे कर्मचारी राज्य 
बीमा निगम की पुस्तकों में दर्शित किए गए हैं , प्रमाणित करता हूं कि मेरी राय में ये लेखा और 
सुलन- पान ठीक ठीक तैयार किए गए हैं और वे कर्मचारी राज्य बीमा निगम के क्रियाकलाप की 
स्थिति को ठीक और उचित प्रकार से प्रदर्शित करते हैं । 


( १० ) डी० डी० ढींगरा , 

महा लेखापाल , 
केन्द्रीय राजस्व । 


कर्मचारी राम्य वीमा निगम के 1967 - 68 वर्ष के लेखानों सम्बन्धी सम्परीक्षा रिपोर्ट । 


श्रम और रोजगार मंत्रालय नई दिल्ली के माध्यम से, महा लेखापाल , केन्द्रीय राजस्व के 
पत्र संख्या सी ए आई/ 13 -- ई एस आई सी /ए प्रार/ 68- 69 / 2294, तारीख 18- 11- 1969 
के साथ 5 - 12 - 1969 को प्राप्त कर्मचारी राज्य बीमा निगम , नई दिल्ली के 1967 - 68 के वित्त 
वर्ष के लेखाओं सम्बन्धी समेकित संपरीक्षा रिपोर्ट 


1. साधारण.- - ( क ) कर्मचारी राज्य बीमा निगम की स्थापना कर्मचारी राज्य बीमा निगम 
अधिनियम, 1948 के अधीन अक्टूबर, 1948 में की गई थी । अधिनियम जैसा कि उसे 1951 
और 1966 के कर्मचारी राज्य बीमा ( संशोधन ) अधिनियमों द्वारा संशोधित किया गया था , मौसमी 
कारखानों से भिन्न उन सभी कारखानों पर लागू होता है, जिनमें शक्ति (पावर ) का प्रयोग होता है 
और जहां 20 या अधिक व्यक्ति मजदूरी पर नियोजित हैं या नियोजित थे । अधिनियम का 
विस्तार किसी अन्य स्थापन या स्थापनों के वर्ग-----प्रौद्योगिक, वाणिज्यिक , कृषि या अन्यथा - को 
किया जा सकता है । 


( ख ) अधिनियम के उपबन्धों का 1967 - 68 के दौरान 888 कारखानों पर , जिनके 
अन्तर्गत 1, 78, 700 कर्मचारी आते हैं विस्तार किया गया था । अधिनियम के अन्तर्गत आने वाले 
कारखानों की संख्या 31 मार्च, 1968 को 16, 762 थी जिनमें 31 . 91 लाख कर्मचारी थे । 
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( ग ) निगम की 1966 - 67 और 1967 - 68 के लिए प्राय और व्यय का विश्लेषण नीचे 
दिया गया है : -- - 


माय 


1966 - 67 1967 - 68 व्यय 


1966 - 67 1967 - 68 


1283 


नियोजकों का 
विशेष अभिवाय 


कर्मचारियों का 
अभिदाय 


1150 


987 


1069 


विनियोजनों से 
व्याज और 
लाभांश 


( लाख रुपयों में ) 
1364 

चिकित्सा प्रसुवि 
पाए 
( क ) चिकित्सीय 
उपचार आदि की 
व्यवस्था करने पर 
व्यय के निगम के 
अंश के रूप में 
राज्य 

सरकारों को 
1244 सन्दाय 

( ख ) सीधे निगम 
द्वारा उपगत 
चिकित्सीय 
उपचार और 

देख रोख 
5 व्यय 

बीमाकृत व्यक्तियों 

और उनके प्रा 
श्रितों पर सीधे 
निगम द्वारा 
उपगत नकद और 
अन्य प्रसुविधाएं 
प्रशासनिक व्यय 


59 


___ 44 


5 4 


प्रकीर्ण 
चिकित्सा प्रसुवि 
धामों के लिए 
प्रारम्भ में निगम 
द्वारा उपगत व्यय 
का राज्य सरकारों 
का अंश 


1125 


1266 


122 


137 


110 


124 


29 


प्राय पर व्यय का 
आधिक्य 


( क ) अधीक्षण 
( ख ) क्षेत्र कार्य 
( ग ) अन्य प्रभार 

अस्पताल और 
41 औषधालय 
ध्यय पर प्राय का 

प्राधिक्य 


116 


2533 


2717 


2533 


2717 
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2. अतिरिसत अस्पताल सुविधाएं. - - बीमाकृत व्यक्तियों के परिवारों को भी 
अस्पताल में भर्ती की सुविधाएं देने के लिए निगम द्वारा प्रति 1000 परिवारों के .. 
लिए 11 शष्याओं ( 5 साधारण , 4 क्षय और 2 प्रसूति ) के आधार पर अस्पतालों 
के सनिर्माण की योजना बनाने का विनिश्चय (दिसम्बर, 1963 में ) किया गया थ 
तदनुसार विभिन्न राज्यों में (दिसम्बर , 1955 में आंध्र प्रदेश से प्रारम्भ करके ) सनिर्माण कार्यक्रम 
प्रारम्भ किया गया किन्तु लागत के ठीक ठीक प्राक्कलन नहीं किए गए थे । यद्यपि अधिनियम के 
अधीन अतिरिक्त सुविधानों की व्यवस्था केवल तभी की जा सकती है अब निधि में गुंजाइश हो । 
प्रायोजित सन्निर्माण पर 1967 - 68 में 15 राज्यों में और तीन केन्द्र प्रशासित क्षेत्रों ---दिल्ली , चंडी 
गढ़ और पांडेचेरी में व्यय का प्राक्कलन 107 . 23 करोड़ रूपये था । उपलभ्य निधि केवल 34 
करोड़ रूपये थी अब कि उस समय तक 38 करोड़ रूपये के वायदे पहले ही कर लिये गये थे । निगम 
की एक उपसमिति ने स्थिति का पूनविलोकन किया और ( सितम्बर 1968 में ) यह रिपोर्ट दी कि 
नियोजकों से 5 % और कर्मचारियों से 21 % का पूरा अभिवाय जैसा कि अधिनियम में उपबन्धित 
था , प्रभारित कर लेने पर भी प्रति एक हजार परिवारों पर 4 शय्याओं का समर्थन करना सम्भव 
नहीं है और यह कि अस्पताल में बढ़ाई गई सुविधामों की व्यवस्था उन अभिवायों में वृद्धि किए 
बिना नहीं की जा सकती । 


आन्ध्र प्रदेश, मध्य प्रदेश. तमिल नाडु और केरल में 9 . 30 करोड़ रुपए की प्राक्कलित लागत 
से 3493 शय्याओं ( 1000 की व्यवस्था पहले ही कर दी गई है और 1893निर्माणाधीन ) के 
बन जाने के परिणामस्वरूप प्रति एक हजार 4 शय्यानों के हिसाब से अपेक्षित शय्यानों की तुलना 
में 863 शय्यामों की व्यवस्था और हो जायगी । पहले से शुरू किए गए सन्निर्माण को पूरा करने के 
लिए 10 . 50 करोड़ रुपये अपेक्षित थे किन्तु निगम के पास 30 जून , 1968 को 
उपलब्ध निधि केवल 8 करोड़ रूपये थी । 


आधिक्य के 1970 - 71 के दौरान स्थायी निःशक्तता निधि में से निधियों के अस्थायी परा 
वर्तन द्वारा और 1971 - 72 के दौरान 20 समान किश्तों में प्रतिदेय , कर्ज लेकर पूरा करने की 
प्रस्थापना है । 


उपर्युक्त 863 शभ्याओं का प्राधिक्य निम्न प्रकार से हैं : 


प्रति एक हजार शय्याऐं जिनकी शय्याओं 
परिवारों पर चार पहले ही व्यवस्था प्राधिक्य 
के हिसाब से अपे - कर दी गई है और 
क्षित शय्याऐं जो निर्माणाधीन है 


696 


939 


प्रान्ध्र प्रवेश 
केरल 
मध्य प्रवेश 
तमिल नाड 


431 
584 
381 
1234 


265 
355 
59 
184 


440 
1418 


जोड़ 


2630 


3493 


863 
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निगम ने जून , 1969 में कहा था कि यह निश्चय किया गया था कि जो शय्याऐं प्राधिक्य 
में हों , उनका उपयोग उनके लिए संदाय के आधार पर , उन व्यक्तियों के लिए , जो उसके हकवार 
नहीं हैं , किए जाने की सम्भाव्यता की परीक्षा करने की सलाह राज्य सरकारों को दी जाए । 


प्रति 1000 परिवारों पर 4 शय्याओं के पुनरीक्षित मापदण्ड के आधार पर भी उपर्यक्त 
प्राधिक्य की 863 शय्याओं के स्थान पर अब राज्यों में 4286 शय्याओं की कमी है । 


3. ऐसी भूमि का क्रय को तत्काल उपयोग के लिए अपेक्षित नहीं है . - - अस्पतालों और डिस्पेंस 
रियों के सन्निर्माण के लिए निगम द्वारा 1961 - 62 से 1966 - 67 तक के दौरान खरीदी गई 86 
लाख रूपए की लागत की भूमि ( नोचे वणित ) का उपयोग ( अप्रैल , 1969 तक ) इसलिए नहीं किया 
गया था क्योंकि योजनाएँ या तो स्थगित कर दी गई थीं या छोड़ दी गई थीं : - - 


ऋय का वर्ष 


लागत लाख रुपयों में 


1961 - 62 


1 . 12 


1962- 63 


2 . 10 


1963 - 64 


4 . 21 


1964 - 65 


21 . 84 


1965 - 66 


6 . 63 


1966 - 67 


50 . 23 


जोड़ 


86 . 13 


निगम ने और प्रागे 1967 - 68 और 1968 - 69 के दौरान 22 . 56 लाख रुपये की भमि 
खरीदी । निगम की स्थायी समिति ने सितम्बर , 1968 में सुझाव दिया कि जहां भमि की शीन 
अपेक्षा होने की सम्भावना न हो वहां इसका अनाधिकृत प्रयोग और अधिक्रमण रोकने के लिए इसका 
व्ययन कर दिया जाना चाहिए । निगम ने विनिश्चि । किया ( फरवरी, 1969 ) कि भमि के उन सभी 
मामलों का जिनमें मंजरी ( प्रायोजनाओं और प्राक्कलनों की ) नहीं ली गई थी , पुनर्विलोकन किया 
जाए. और पता चला है कि उस विनिश्चय के अनुसरण में राज्य सरकारों (जिनके माध्यम से 
सनिर्माण किया जाता है ) से यह अनुरोध किया गया है, कि वे , पुनविलोकन के पश्चात, ऐसी भमियों 
के रखे रहने की आवश्यकता, या अन्यथा , को सिफारिश करें । 
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4. कर्मचारियों के अभिवाय और मियोजकों के विशेष अभिवाय की बकाया : - कर्मचारियों 
पौर नियोजकों के अभिदाय की बकाया , 1966 - 67 और 1967 - 88 के दौरान क्रमशः 47 प्रति 
शत और 48 प्रतिशत बढ़ी और वह निम्न प्रकार से है : - - 

अभिदाय जो देय हैं किन्तु संदत्त नहीं 
किए गए हैं 

( लाख रुपयों में ) 


नियोजकों का विशेष अभिदाय 
कर्मचारियों का अभिदाय 


147 . 55 
58. 85 


21 . 737 
86 . 20 


316 . 26 
133 . 13 


जोड़ 


206. 40 


303 . 57 


449 . 39 


निगम द्वारा प्रशापित ( अप्रैल 1969 ) 31 मार्च, 1966 और 31 मार्च, 1967 तक की 
बकाया , 30 सितम्बर , 1968 को , निम्न प्रकार से थी : --- 


31 - 3 - 66 तक 


31 - 3 - 67 तक 31 - 3 - 67 तक 

- - - 
( लाख रूपयों में ) 


नियोजकों का विशेष अभिदाय 


71 . 38 


132 , 25 


कर्मचारियों का अभिदाय 


28 . 35 


- - - - - - 


58 . 25 
- - - -- - - - - - 

190 . 50 


जोड़ 


99 . 73 


31 मार्च, 1968 को नियोजकों के विशेष अभिदाय और कर्मचारियों के अभिदाय की 
बकाया जो सरकारी और अर्ध सरकारी कारखानों से देय थी , क्रमशः 25 . 34 लाख रुपये औ 
14 . 41 लाख रुपये थी , जबकि प्राइवेट कारखानों द्वारा देय काया क्रमशः 290 . 92 लाख रुपये 
और 118. 72 लाख रुपये थी । 208. 91 लाख रुपये ( नियोजकों का विशेष अभिदाय ) और 
90 . 30 लाख रुपये ( कर्मचारियों का अभिदाय ) के लिए विधिक कार्यवाही संस्थित कर दी गई 
थी ( अप्रैल , 1969 ) । 


5. मिगम का राजस्व और ठपथ ( राजस्व खाते में ) . - - अधिनियम के अधीन नियत नियोजकों 
के अभिदाय की दर फर्मचा : यों के अभिदाय की दर जों मजदूरी 2. 5 % है , से दुगनी है । फिर 
भी अस्थायी व्यवस्था के रूप में नियोजकों का अभिदाय मुलत : 1 1/ 4 % नियत किया गया था । 
इसे बढ़ाकर 1 - 4 - 1962 से 2 1 / 2 % कर दिया गया था । कर्मचारियों और नियोजकों के अभि 
दाय की वर्तमान दर पः ( दोनों 2 . 5 % ) निगम की वित्तीय स्थिति 1964- 65 में 40. 3 . 41 
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लाख रुपए के अधिशेष से बिगड़कर 1967 - 68 में 41 . 04 लाख रुपये के घाटे में बदल गई जैसे नीचे 
दशित किया गया है : - - 


वर्ष 


कुल प्राय 


राजस्व खातों में 
व्यय 


अधिशष पार 
( +- ) ( - ) 


1964 - 65 
1965 - 66 
1966 - 67 
1967 - 68 


( लाख रुपयों में ) 
1961 
2309 
2534 
2676 


1558 
2067 
2418 
2717 


403 
242 
116 
41 


सरकार द्वारा 26 - 6--1963 को नियुक्त की गई कर्मचारी राज्य बीमा पुनर्विलोकन समिति 
ने सिफारिश की कि अधिनियम द्वारा विहित कर से कम दर पर नियोजकों के अभिदाय की अस्थायी 
व्यवस्था समाप्त कर दी जानी चाहिए और वसूली अधिनियम की अनुसूची । के अनुसार की जानी 
चाहए । निगम ने नवम्बर, 1966 में एक उप - समित हिस सिफाशि की परीक्षा करने के लिए 
नियुक्त की और उसने जलाई 1967 में यह सुझाव दिया कि नियोजकों के पाभदा की दर 2 1 / 2 % 
से बढ़ाकर प्रथम अप्रैल 1968 से 3 % कर दी जाये । उसने यह वांछनीय नहीं समझा कि दर अधि 
नियम में विहित मात्रा तक बढ़ा दी जाए क्योंकि कोई भी और वद्धि मंदी के दौरान उत्पादन की 
लागत में वृद्धि कर देती है । 

प्राधे प्रतिशत की इस वृद्धि से निगम को 1968 - 69 के दौरान 242 लाख रुपये के प्रति 
रिक्स राजस्व और 27 लाख रुपये के शुद्ध अधिशेष की प्राशा थी किन्तु वास्तव में वृद्धि ( निगम 
के व्यय को पूरा करने के लिए ) अपर्याप्त सिख हई और उस वर्ष के दौरान 16 लाख रुपये का घाटा 
रह गया ( प्राय 3177 लाख रुपये और व्यय 3193 लाख रुपये ) । 

निगम ने बताया ( अक्टूबर 1969 ) कि अब यह विनिश्चय किया गया है कि नियोजकों के 
अभिदाय की दर बढ़ाक - 1 जनवरी 1970 से नियोजकों के कुल मजदूरी बिल की 3 1/ 2 % और 
1 अप्रैल , 1970 से चार प्रतिशत कर दी जाए । 

___ 6. निगम द्वारा निर्मित अस्पतालों /डिस्पेंसरियों के लिए भाटक की वसूली महोमा.- -- 
निगम द्वारा सनिर्मित 151 भवन ( 1405 . 18 लाख रुपये की लागत के ) बीमाकृत व्यक्तियों की 
चिकित्सीय देख भाल के लिए अस्पताल डिस्पेंसरी चलाये जाने हेतु राज्य सरकारों को 1958 - 58 
से 1967 - 68 तक सौप दिये गये थे । 

अधिकतर राज्य सरकारों से इस लिए भाटक की वसूली नहीं की गई है कि वसूल किए 
जाने ला भाटक उनके द्वारा अभी तक ( अप्रेल , 1969 ) नियत नहीं किया गया है । किन्तु तमिल 
नाडु ( 12 . 22 लाख रुपये ) मैसूर ( 10. 92 लाख रुपये और गजरात ) ( 28 . 11 लाख रुपये ) 
के लिए अनन्तिम भाटक नियत कर दिया गया है और वसूल कर लिया गया है । तमिल नाडु में 
15 अन्य प्रायोजनात्रों के लिए ! . 77 लाख रूपये की वसूली अभी ( अप्रैल, 1969 ) की जानी है । 
निगम ने कहा है ( जन 1969 ) कि प्रत्येक प्रायोजना पर ( 31 मार्च, 1968 तक ) व्यय की गई 
रकम के छ: प्रतिशत की दर से तदर्थ आधार पर अनन्तिम भाटक वसूल करने की कार्यवाही की 
जा रही है । 


.... . 


. . . . 
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7. समय पर कार्यवाही न करने के परिणामस्वरूप निरर्थक व्ययः - 1964 मे निगम की 
आन्तरिक संपरीक्षा में रिपोर्ट दी गई थी कि दिल्ली में दो औषधालयों से सम्बद्ध 9300 बीमाकृत 
व्यक्तियों में से 4100 को चिकित्सा प्रसुविधाओं से पहले ही वजित कर दिया गया है । किन्तु औषधा 
लयों में चिकित्सा अभिलेखों से निर्गम मामलों को छोटकरनिकालने के लिए कोई कार्यवाही प्रारम्भ 
नहीं की गई । बैसी ही एक रिपोर्ट अक्टूबर, 1967 में प्रादेशिक निदेशक , इन्दोर से भी प्राप्त हुई 
थी जसमें यह उपदर्शित किया गया था कि मध्य प्रदेश में चालू अभिलेखा में चिकित्सा देख भाल की 
व्यवस्था के वस्तुतः हकदार व्यक्तियों से लगभग 77 प्रतिशत अधिक चिकित्सा अभिलेख विद्यमान 
हैं । तदनुसार सभी प्रशासनिक चिकित्सा अधिकारियों/ प्रादेशिक निदेशकों को जून 1968 मे निदेश 
दिया गया कि वे चिकित्सा अभिलेखों/ ग्रावरणों के चाल अभिलेखों में से निर्गम मामलों को छांट 
कर निकालने के लिए कार्यवाही करें । 

दिल्ली के 7 औषधालयो , जिनके अभिलेखों का सर्वेक्षण प्रादेशिक निदेश द्वारा पूरा कर 
लिया गया था , के बारे में 1968 में प्राप्त हुई रिपोर्ट में गणित किया गया था कि चाल अभिलेखों 
में पाए गए 40, 155 चिकित्सा अभिलेखों प्रावरणों में से 14, 304 (अर्थात 38 % से अधिक ) उन 
ख्यक्तियों के थे जो हकदार नहीं थे । इस प्रकार भारी संख्या में व्यक्तियों और उनके परिवारों 
ने उनको यजित किए जाने के पश्चात भी , चिकित्सा उपचार प्राप्त करना जारी रखा जिससे निर 
र्थक व्यय हुआ । कुछ व्यक्तियों को तो अन्य अस्पतालों में भी चिकित्सा के लिए भेजा गया । 
एक प्राइवेट अस्पताल को ऐसे रोगियों की चिकित्सा के लिए 1964 से जून , 1967 तक 18, 500 
रुपये दिए गये । 

निगम ने बताया ( जन 1969 ) कि दिल्ली के 19 औषधालयों में से 16 के चिकित्सा 
अभिलेख/ आवरणों की जांच कर ली गई है और अब बीमा कृत वजित व्यक्तियों के प्रावरणों 
को छोट कर निकाल दिया गया है । बीमाकृत व्यक्तियों की चिकित्सा उपचार बारबार प्राप्त करने 
का पात्रता के जारी रहने का सत्यापन करने सम्बन्धी कार्रवाई और अधिक तेजी के साथ की 
गई । 


प्रसमायोति प्रप्रिम : - - विभिन्न राज्य सरकारों और केन्द्रीय लोक निर्माण विभाग 
को अस्पताल/ डिस्पेंसरियों के सनिर्माण के लिए 31 मार्च, 1967 तक अग्रिम दिए गए 19 . 85 
करोड़ रुपयों में से 10 . 49 करोड़ रुपये और 7. 37करोड़ रुपये (नीचे वणित ) क्रमश: 31 मार्च, 
1967 और 31 मार्च, 1968 को असमायोजित पड़े थे : -- 


वर्ष जिसमें अग्रिम दिया गया 


असमायोजित रकम 


31 - 3 - 67 को 31 - 3 - 6 को 
- - - - - - - - - 

( लाख रुपयों में ) 


1957 - 58 
1958 - 59 
1960 - 61 


0 . 11 
0 . 10 
9 . 10 


8 . 83 
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1961 - 62 
1962 - 63 
1963- 64 
1964 - 65 
1965 - 66 
1966 - 67 


46 . 17 
64 . 69 
144 . 33 
196 , 36 
211 . 19 
376 . 77 


37 . 89 
57. 23 
116 . 13 
116 . 97 
14 . 04 
203 . 18 


जोड़ 


1048 . 82 


737 . 27 


9. "लेशागत संबायों का प्रसमाय . जम : - -बीमाकृत व्यक्तियों और उनके परिवारों की 
चिकित्सा प्रसुविधा के खर्च में निगम के प्रा के रूप में राज्य सरकारों को लेखागत संदायों में से 
691 . 72 लाख रुपये ( नाचे वणित ) , जो 1964 - 65 से 1966 - 67 तक में सम्बन्धित थे, का 
अन्तिम समायोजन होना था ( अप्रैल, 1969 ) : --- 


वर्षजिसमें संदाय किया गया 


( लाख रुपयों में ) 


1964 - 65 
1965 - 66 
1966 - 67 


40 . 67 
182 . 00 
496 . 05 


जोड़ 


691. 72 


10. बीमारी प्रसविधानों पर अखिल भारतीय प्रौसत से अधिक व्यय के मसे बकाया देयः 
अधिनियम की धारा 58 ( 2 ) के अधीन बीमारी प्रसुविधाओं पर अखिल भारतीय औसत से अधिक 
व्यय का बटवारा निगम और राज्य सरकार के बीच , सहमत प्राधार पर, किया जाता है । निगम 
को अभी तक ( अक्टूबर 1968) प्रांध्र प्रदेश , केरल मध्य प्रदेश और तमिल नाडु राज्य सरकारों 
से 1962 - 63 से 1967 - 68 तक के लिए इस मद्ये 18 . 61 लाख रूपये निम्न प्रकार से वसूल 
करते थे : - - 


राज्य का नाम 


1962 - 63 


क्रम 
स० 


1963 1964 1965 1966 1967 जोड 
64 65 66 67 68 


1. प्राध्र प्रदेश 
2. केरल 
3. मध्य प्रदेश 
- 4. तामिल नाडु 


0. 04 --- 0. 21 
0 . 46 1. 76 1 . 30 
___ - -- 0 . 10 0 . 05 

2 . 31 0 . 17 0 . 02 
- -- - - - - - - - - - - -- - - - - - 
2 . 81 2 . 03 1 . 58 


राशि लाखों रुपयों में ) 
0.17 0 . 37 - - 0 . 79 
1 . 92 0 . 22 1 . 71 7 . 37 
1 . 98 3 . 36 2 . 46 7 . 95 

- - - - -- 2 . 50 
- - - - -- - - -- - - - - - -- 
3 . 07 4 . 95 4 . 17 18 . 61 


. 


जोड़ 
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11. अस्पतालों और स्टाफ वार्टरों का सम्निमणि : - -निगम ने दिसम्बर , 1964 में 9 24 
सय्याभों वाले एक अस्पताल और अन्य प्रानुष गिक भवनों ८ जिनमें विभिन्न प्रकार के स्टाफ क्वा 
टैरों के 530 एकक सम्मिलित थे, ( केन्द्रीय लोक निर्माण विभाग के माध्यम से ) बसई दारापुर 
ग्राम , दिल्ली में 225 . 21 लाख रुपये की प्रायकलित लागत पर सनिर्माण करने की मंजरी दी । 
स्टाफ क्वार्टरों के सन्निर्माण का कार्य केन्द्रीय लोक निर्माण विभाग द्वारा नवम्बर, 1965 में प्रारम्भ 
किया गया । दिसम्बर , 1967 तक वर्ग 2 और वर्ग 4 टाइप के 112 एककों का सनिर्माण किया 
गया । आज तक सन्निमित एककों ( वर्ग 1, वर्ग 2, वर्ग 4 और वर्ग 5 टाइप के ) की संख्या 465 


अस्पताल भवन का सनिर्माण नवम्बर, 1968 में प्रारम्भ किया गया था । प्रगति की वर्त 
मान गति से जैसा अनुमान लगाया गया है , मूलतः 924 शय्यानों वाले अस्पताल के बजाये 
500 शय्याओं वाले जनरल अस्पताल का भवन 1970 के प्रारम्भ में पूरा किए जाने की सम्भा 
बना है । स्टाफ क्वाटरों का उपयोग नहीं किया गया है । 

[ संख्या फा० 4 ( 1 )/ 69- एच० आई० ] 

दलजीत सिंह , अवर सचिव । 


(Department of Labour and Employment) 

New Delhi , the 23rd August 1971 
S . O . 3281,- - In pursuance of section 17 of the Industrial Disputes Act , 1947 ( 14 
of 1947), the Central Government hereby publishes the following award of the 
Central Government Industrial Tribunal (NO. 2 ), Dhanbad , in the industrial dispute 
between the employers in relation to the manageemnt of Pure Kustore Colliery 
of Messrs Pure Kustore Coljleries Company Limited , Post Office Kusunda, District 
Dhanbad and their workmen , which was received by the Central Government on 
the 17th August, 1971. 


BEFORE THE CENTRAL GOVERNMENT INDUSTRIAL TRIBUNAL (No. 2 ) . 

DHANBAD 


PRESENT : 
Shri Nandagiri Venkata Rao , Presiding Oncer . 

___ REFERENCE No: 31 OF 1970 
In the matter of an Industrial dispute under S . 10 ( 1 ) ( d ) of the Industrial 

__ Disputes Act . 1947 . 


PARTIES : 
Employers in relation to the management of Pure Kustore Colliery of Messrs 

Pure Kustore Collleries Company Limited , Post office Kuşunda, District 
Dhanbad. 


AND 


Their workmen . 
APPEARANCES : 

On behalf of the employers. - Shri S. S . Mukherjee . Executive Committee 

__ Member , Raniganj Chamber of Commerce. 

On behalf of the workmen. - Shri B. Joshi, Advocate , 
STATE : Bihar. 

_ INDUSTRY : Coal. 
Dhanbad, 10th August , 1971 / 19th Sravana, 1893 ( Saka ) 

AWARD 
The Central Government. being of opinion that an industrial dispute exists 
between the employers in relation to the management of Pure Kustore Colliery of 
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Messrs Pure Kustore Collieries Company Limited , Post office Kusunda , District 
Dhanbad and their workmen , by its order No. 2 / 121 / 68 -LR . II, dated 6th November. 
1970 relerred to this Tribuna ! under . 10 ( 1 ) ( d ) of the Industrial Disputes Act, 1947 
for adjudication the dispute in respect of the matters specified in the chiedule 
annexed thereto . The schedule is extracted below : 

SCHEDULE 
" Whether the action of the management of Pure Kuştore Colliery of Messrs 

Pure Kustore Collieries Company Limited, Post office Kusunda , District 
Dhanbad . interminating the serviccs of Sri Madheshwar Singh , Night 
Guard , with effect from the 6th November, 1967, was justified ? If not 

to " vhat relief is the workmen entitled ? " 
2 . Workmen as well as the employers Alcd their statement of demands. The 
employers also Aled their rejoinder to the statement of the workmen . 

3 . The affected workmen , Wadheshwar Singh was a night guard in Pure Kustore 
colllery of the employers . On the night intervening 3rd and 4th October , 1967 
while the attected workman was on duty a theft occurred at the store room and 
some pieces of brass bearing of steam engine and other materials were removed . 
On the morning of 4th October , 1967 the store keeper sent information of the theft 
to the police . On the same day the police apprenhended the thieves and also 
recovered the stolen properties. On 7th Octobre, 1967 the employers gave charge 
sheets to the affected workmun , Sitaram Pandey and Muktar Ahmed alleging in 
the charge - sheet given to the affected workman that the theft could occur only 
due to his neglect of duty and / or with his connivance and he was suspended with 
immediate effect pending enquiry . The allected workman submitted his expla 
nation denying the two charges. After issuing a notice the Chief Personnel Officer 
held the domestic enquiry against the allected workman and two other on 20th 
October , 1967. The enquiry officer submitted his report holding that the affected 
workman was found guilty of the two charges , viz . negligence of duty and taking 
part in the theft . On 6th Noveinhor , 1967 the empioyers issued a letter to the 
allected workman , stating that in the domestic enquiry the misconduct mentioned 
in the charge - shect had been satisfactorily established and , moreover , the manage 
ment had also lost confidence in him and as such his services were terminated 
with immediate effect. The letter further mentioned that the affected workman . 
would be paid one month s notice pay in lieu of notice as also wages for the period 
beyond 10 days of suspension and that he should collect them atonce . Thercafter 
Krantikari Koyala Mazdoor Sangh raised an Industrial dispute regarding termina 
tion of services of the affected workman . The Central Government by their letter 
dated 6th December , 1968 informed the Secretary of Krantikari Koyala Mazdoor 
Sangh and the management of the colliery that the Central Government did not 
consider the dispute fit for reference for adjudication because the action of the 
management in terminating the services of the allected workman and others did 
not appear to be malafide. Subsequently on the letter of the Krantikari Koyala 
Mazdoor Sangh dated 5th June, 1968 and the failure report from the Assistant . 
Labour Commissioner ( C ), Verification , Dhanbad dated 1st July , 1970 the Central 
Government referred the industrial dispute for adjudication to this Tribunal by 
the order cited above. These facts are not in dispute , 

4 . The case of the workmen is that the termination of services of the affected 
workman was for his trade union activities and malafide, illegal and unjustifled . 
that the affected workman was on duty in the office and therefore had no knowledge 
about the theft that took place in the store , that the allegation contained in the 
charge- sheet was based on the alleged extra - judicial confession , that the domestic 
enquiry was in more show , the enquiry officer was based and his finding at the 
instance of the management was perverge and that on the same charge a criminal 
case was brought against the affected workman and others but the affected work 
man was discharged . It was also mentioned in the statement of the workmen that 

the affected workman and the union had raised an industrial dispute with the 
management but failed to get the relief of reinstatement. The employers, at the 
outset took an objection that Kayala Mazdoor Sangh or the affected workman or 
any other union on his behalf had not raised any dispute with the employers before 
it was raised with the conciliation officer and , as such the reference was not main 
tainable . On merits they have stated that the domestic enquiry was proper and in 
accordance with the principles of natural justice that during the domestic enquiry 
negligence of duties and conniving at the theft were satisfactorily establishmed 
against the affected workman , that the management had also lost all confidence 
in him and , as such terminated his services offering one month s pay in lieu of 
notice besides wages beyond 10 days of suspension , that the sub - inspector of police 
had informed the management that in the extra - judicial confession made by thieves : 
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they had stated that the affected workman and another had connived at the theft , 
that during the conciliation proceedings also Sitaram Pandey had made a con 
fessional statement stating that he and the affected workman had connived at the 
theft and that on the facts and circumstances of the case the employers were 
justified in terminating the seryices of the affected workman , The employers in 
the rejoinder filed by them have reiterated the same facts and denied the adverse 
allegations made by the workmen through their statement. The employers were 
represented by Shri S . S . Mukherjee , Executive Committee Member , Raniganj 
Chamber of Commerce and the workmen by Shri B . Joshi, Advocate. On 
admission by the workmen , Exts . M1 to M8 for the employers and on admission 
by the employers, Exts . W . 1 to W , 4 for the workmen were marked . Employers 
examined 2 witnesses and marked Exts , M9 to M20. On behalf of the workmen 
the affected workman was examined as W . 1 and Ext. W .6 was marked . The work 
men did not Ale a copy of the statement of Sitaram Pandey as undertaken by them 
and as such Ext. W . 5 is not marked . 

5 . Shri S . S . Muhkerjee. the learned representative of the employers did not 
address his arguments on the objection taken by the employers as regards main 
tainability of the reference . The affected workman , M . W . 1 has in his evidence that 
after he received the order , Ext . M4 terminating his services , he went to the agent, 
H . S . Sonpal asking for duties and also telling him not to bring a false charge 
against him ( the affected workman ) . He further deposed that on this occasion 
he was accompanied by Keshav Singh , the branch secretary of Krantikari Koyala 
Mazdoor Sangh and that the agent replied that he had no work to be given to the 
affected workman . MW . 2 has stated in rebuttal that after the letter , Ext. M4 was 
issued the affected workman or anyone on his behalf did not raise any dispute 
with the management in respect of termination of his service , M . W .2 is the Chief 
Personnel Officer . The evidence of the affected workman , WW . I was that he had 
raised the dispute with the agent, H , $ . Sonpal and as such the evidence of the 
Chief Personnel Omcer cannot rebut the evidence of the afl ected workman suff 
ciently . The Industrial dispute is as regards termination of a single workman and 
as such it is covered by S .2A of the Industrial Disputes Act , 1947 and the dispute 
in this respect shail be deemed to be an industrial dispute , notwithstanding that 
po other workman nor any union of workmen is a party to the dispute . Hence , I 
nyer rule the objection . 

6 . In their statement the workmen had simply pleaded that the domestic enquiry 
was a mere show , that the enquiry officer was biased and that his finding wag at 
the instance of the management and it was perverse. MW . 2 is the Chief Personnel 
Omcer who had held the domestic enquiry into the charge- sheet, Ext. Mi, issued 
to the affected workman . He held a joint enquiry against the affected workman 
and 2 others . The evidence of MW . 2 is that the affected workman 
was present throughout the enquiry and that he had declined to cross - examine the 
witness of the management, to sign the proceedings and to examine any defence 
witness . The enquiry proceedings are Ext, M10 and the enquiry report is Ext. M11 . 
The enquiry proceedings show that they were signed by one of the delinquents , 
Muktar Ahmed . The fact of the affected workman refusing to sign the statement 
is mentioned in each of the statements and also reiterated in the enquiry report , 
Ext, M11, In his evidence as WW . 1, the affected workman has admitted that MW . 2 
had held the domestic enquiry but came forth with a new story . He stated that 
in the enquiry he had signed the statements of the witnesses , examined Keshav 
Singh , the branch secretary as his defence witness and that H . S . Sonpal, agent 
nither had come to the enquiry nor was his statement recorded . On this material 
his learned Advocate Shri B . Joshi argued that Exts . M10 and M11 were not the 
Originals and that they were manufactured subsequently . But thiy plea was not 
taken by the workmen in their statement. Here again , Shri Joshi argued that the 
union did not know about the forged enquiry proceedings and the enguiry report 
when their statement was drafted . During the enquiry 3 witnesses were examined 
for the management and they were the store -keeper, H . S , Sonpal, agent and the 
surface Incharge. The gist of all the 3 witnesses is that on 4th October, 1987 
morning the Assistant Sub - Inspector of Police brought the thieves to the office of 
the agent and the thieves disclosed before the Assistant Sub - Inspector and agent 
that the affected workman and Sitaram Pandey took out the articles from the 
store and gave them to the thieves . The charge- sheet . Ext . Mi clearly stated 
" It is also reported that the thieves who were caught red handed by the police 
had also stated that you along with Sri Sitaram Pandey have supplied the above 
articles to them ," If the statements recorded during the enquiry , Ext. M10 were 
not the original ones and subsequently forged , it is not comprehensible how the 
gist of the evidence of the witnesses of the management could appear in the 
charge- sheet , Ext . M1 dated 7th October , 1967. Shri Joshi argued that H . S . Sonpal, 
-agent was not examined in the domestic enquiry. Even if it be so , there was the 
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evidence of the store keeper and surface incharge that the thieves had disclosud 
that the affected workman and Sitaram Pandey had removed the articles and 
handed them over to them . In his reply to the charge - sheet , Ext, M2 the affected 
workman having denied the occurrance of the theft itself had stated that the 
Thieves had taken his name and the name of Sitaram Pandey quite falsely , 
Keshav Singh , said to have been examined by the affected workman as his 
defence witness, is not examined before the Tribunal, On this materjal I do not 
find any substance in the story set up by the workmen that the enquiry proceedings 
and enquiry report , Exis . M10 and Mii are forged . Neither anything was pleaded 
nor shown during the arguments to substantiate that the enquiry was mere show , 
that the enquiry officer was biased , that the finding given by him was at the 
instance of the management or that the Anding was perverse . 


7 . The Enquiry officer had found the affected workman guilty of two charges , 
viz . negligence of duty and taking part in the theft. It is true that the latter 
Anding that the affected workman had taken part in the theft is based merely 
on the extra -judicial confessions said to have been made by the thieves as spoken 
to by the 3 witnesses of the management and it is not legal evidence. Conse 
quently , this Anding can be said to be baseless or perverse . But it cannot be said 
that the finding of the enquiry ofncer that the affected workman was negligent 
of duty was baseless . It is an admitted position that on the material night the 
atfected workman was on quard duty when the admitted theft was committed . . 
To this effect there was the evidence of H . S . Sonpal , agent and Indradeo Singh , 
surface incharge before the enquiry oficer. In his reply , Ext. M2 to the charge - - 
sheet also the affecterl workman had admitted that he was on guard duty on the 
material night and this reply , Ext, M2 was also before the enquiry officer when he 
made the finding. The workmen had taken a plea that the affected workman was 
on quard duty on the material night at the office and not at the stores . But this 
case does not find place in the reply , Ext. M2 to the charge -sheet. On the material 
before him the enquiry officer found the affected workman guilty of the charge . 
I cannot go into appreciation of evidence and substitute my own Anding for the 
finding of the enquiry officer . Thus, I do not And any reason to interfere with the 
Anding of the enquiry officer that the affected workman was quilty of neglect of 
luty . On this finding also the employers could punish the affected workman by 
ierminating his services. 


8 . The letter of the employers terminating the services of the affected workman 
ig Ext. M4. It states thus : 
" In the above departmental enquiry the misconduct mentioned in the above 

charge sheet dated the 7th October , 1967 has been satisfactorily estab 
lighed . Moreover , the management has also lost confidence in you . 
Your services are therefore terminated with Immediate effect. You .. 
will be paid one month s wages in lieu of notice as also wages for 
the period beyond 10 days of suspension which you are asked to collect . 

at once ." 
The extract of the standing orders 22 and 23 relating to the colliery are Ext.. 
M8 and they are as following : 
" Rule 22 : For terminating employment whether by the management or by an 

employee notice shall be given in writing by the party concerned 
( a ) One month s notice for monthly paid staff . 

(b ) One week s notice for weekly paid employee. 
Rule 23 ; The management may make payment of wages which for this pur 

pose include dearness allowance but exclude food and other conces 
sions for the appropriate period in lieu of notices. When an employee 
draws wages on a piece rate his weckly wages shall be computed on 
the average daily earnings of such employee for the days actually 
Wirked during the previous wage period where the actual earnings for 
that period are not known ." 


In the instant case , as is seen by Ext . M4, the services of the affected workman 
were terminated and he was not dismissed or discharged and he was offered one 
month s wages in lieu of notice . Sri B . Joshi, the learned Advocate for the work 
men argued that in effect the affected workman was dismissed as such the act of the 
employers cannot come within the definition of " termination simpliciter." To ineet 
this argument I may refer to the decision of the Patna High Court in Employers 
in relation to Mudidih Colliery of M / s Burrakur Coal Company Limited v . Presid 
ing Omcor , Central Government Industrial Tribunal. Dhanbad and others, ( 1970 ( 21) 
FIR , 210 ). That was also a case of theft of articles from the store room and the 
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theft was reported to the police and the police submitted charge - sheet against the 
store -keeper , etc ., under $ .408 I. P . C . The employers also issued charge - sheets to 
store -keeper , etc . held a domestic enquiry and the enquiry officer found the con 
cerned workmen guilty of the charges. The charges were two , viz . ( 1 ) theft and 
fraud and ( 2 ) neglect of duty . When the enquiry report was submitted to it the 
management gave the employees the benefit of doubt in respect of the charge of 
theft and fraud and thought it proper to confine the finding to neglect of duty , 
in any event, which led to the loss of confidence of the management in the einp 
loyee and , taking recourse to the standing order , passed the order of discharge . 
Mishra Ç . J . who delivered the judgment of the Bench agreed with the vlew ex 
pressed in an identical case in the decision of the Bombay High Court in Maha . 
rashtra State Roud Transport Corporation , Nagpur v . Madhukar Narayan Rao 
( 1970 -Lab . I. C , 2251 and extracted the observation of the learned Judge of the 
Bombay High Court as following : 
" Dismissal from employment is an extreme punishment which can be given 

fry an employer and before resorting to this punishment, the cmployer 
may as well decide to terminate the relationship of employer and emp 
loyee without prejudicing the prospects of the employee in any other 
employment. If such a view is taken in case of an employee. albeit 
after issuing a charge - sheet, holding an enquiry and reaching a finding 
against the employee we do not see anything in standing order 9 or 
standing order 11 which prevents the employer from using this des 

cretion in having recourse to standing order No. 9 " . 
After referring to the decision of the Supreme Court in Assam Oli Company v . 
Its workmen (AIR 1980 S . C . 1264 ) his Lordship of the Patna High Court has 
observed at page 214 ; 
" The principle which was also followed in the subsequent decisions is that 

whenever an employer purports to terminate the services of his emp 
loyce by virtue of the powers conferred on him by the terms of con 
tract , Industrial Tribunals cannot question its validity , propriety or 

legality . " 
Of course , such an exercise of the power must be bonafide, 

9 . In their written statement the workmen had stated that the termination of 
services of the affected workman was malaſide, inasmuch as the affected workman 
was an active member of Krantikari Koyala Mazdoor Sangh , which was disliked by 
the management, the affected workman continued his trade union activities inside of 
the opposition from the management and the management waltcd for some oppor 
tunity to remove the affected workman on some pretext or other . This allegation 
was denied by the employers and , as such the onus was lying on the workinen to 
prove the same. There is no document Aled on behalf of the workmen having arty 
berring on this allegation and only one witness , the affected workman is examined . 
His evidence is that the branch of Krantikari Koyala Mazdoor Sangh was estab 
lished in the colliery on 15th July , 1967, that he is a member of the Sangh 
since then , that he was elected as the Assistant Secretary of the branch and that 
in the capacity of Assistant Secretary he was looking after the affairs of the Sangh 
connected with the workmen . There is not even a whisper in his eyidence that 
the employers were displeased with his trade union activities , much less about 
their intention to punish him on one pretext or other . Thus , I find that the emp 
lovers were rot actuated by any malalldes in terminating the services of the affect 
ed workman , 

10 . I. therefore , And that the action of the management of Pure Kustore Col 
liery of Messrs Pure Kustore Collleries Company Limited , Post office Kusunda , 
District Dhanbad , in terminating the scrvices of the workman Madheshwar Singh . 
Night Guarı! with effect from the 6th November 1967 , was justified and conse 
quently , he is not entitled to any relief. The award is made accordingly and sub 
* tted under S . 15 of the Industrial Disputes Act , 1947 . 

(Sd.) N . VENKATA RAO , 

Presiding Officer.. 
Central Govt. Industrial Tribunal, (No. 2 ) Dhanbad , 

[No. 2 / 121 / 88 -LRII. ) 
S . O . 3282 . - In pursuance of section 17 of the Industrial Disputes Act , 1947 ( 14 
of 1947) , the Central Government hereby publishes the following award of the 
Central Government Industrial Tribunal, Madras , in the industrial dispute between 
the employers in relation to the management of Travancore Titanium Product 
Limited , Trivandrum and their workmen , which was received by the Central Gov 
ernment on the 12th August, 1971 . 
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BEFORE THE INDUSTRIAL TRIBUNAL , MADRAS 

Thursday, the 16th day of July , 1971 
PRESENT : 
Thiru K . Seetharama Rao, B . A ., B . L ., Industrial Tribunal. 

INDUSTRIAL DISPUTE No. 34 OF 1970 
( In the matter of the dispute for adjudication under section 10 ( 1 ) ( d ) of the 

Industrial Disputes Act, 1947 between the workmen and the Management of 

Travancore Titanium Products Ltd , Kochu Veli, Trivandrum - 7 .) 
BETWEEN : 
The President, Titanium Products Labour Union , Kochu Veli, Trivandrum - 7 
(Kerala State ) . 

AND 
The Managing Director, Travancore Titanium Products Ltd ., Kochu Veli, 

Trivandrum - 7 . 


REFERENCE : 
Order No. 24 / 29 / 69-LR - IV , dated 30th October, 1969 of the Ministry of 

Labour, Employment and Rehabilitation ( Department of Labour ind 

Employment) , Government of India . 
This dispute coming on for Anal hearing on Sunday the 27th day of June, 1971 , 
upon perusing the reference claim and counter statements and all other material 
papers on record and upon hearing the arguments of Thiru K . S . Rajamony , advo 
cate for the Union and of Thiruvalargal K . V . R . Shenoi and P . K . Kurian , advocates, 
of M / s. Menon & Pal, Advocate for the Management and having stood over for 
consideration till this day , this Tribunal made the following: 

AWARD 
The issue for consideration is , what is set out by the Government of India in 
the reference dated 30th October , 1969, as follows: 
" Whether the action of the management of Travancore Titanium Products 

Limited , Trivandrum , in suspending Shri Sridharan Nair , Senior 
Timekeeper , and consequently punishing hini with stoppage of five 
increments is justified ? If not , to what relief Shri Sridharan Nair 18 

entitled ? " 
( 2 ) Titanium Products Labour Union contended that, in the charge memo issued 
on 22nd November, 1967, worker Shri P . K . Sridharan Nair was directed to explain 
so -called misbehaviour and misconduct. In that memo (Ex . M - 2 ) , the Charge is 
that the workers spread false rumours about Shri J . K Mani,, the Officer that , Mani 
had made a report against coastal people that Mani s Car was forcibly stopped 
near the Vettucaud Church and that he was abused by the coastal people on 31st 
October , 1967 . It is urged , that Standing Order No . 20 ( 1 ) C ( d ) and No . 20 ( 1 ) F ( 1 ) 
of the Company could never apply , and , yet, the worker was kept under suspen 
sion even on 22nd November , 1967, the date when Ex . M - 2 was issued . Sridharan 
Nair , the worker gave his cxplanation that he had spread no false rumours against 
Mr, Mani, but that, actually , Sri Mathew Gomez had told Sridharan Nair, that some 
persons in Vettucaud area had stopped the Car belonging Mr. Mani and some such 
occurrance had taken place . Under Ex , M - 4 letter , suspension was continued and 
then on 23rd December , 1967, the charge memo was issued (Ex . M - 5 ) . The enquiry 
started on 3rd January, 1968, and eventually Andings were submitted by the En 
quiry Omcer, on 3rd June, 1968 ( Ex . M - 20 ) . The punishment awarded to the 
worker , that is one of stoppage of annual increment for a period of 5 ycars, from 
the date that the increments next was due, is arbitrary and is wrong. Ex . M -21 
further reads that, as Sri P . K . Sridharan Nair , was guilty , he was not entitled 
to any remuneration , for , and during the period of his suspension , 


( 3 ) It is urged that there is discrepancy between what is written in the show 
cause notice and in the charge framed and that, the Enquiry Officer failed to take 
note of evidence as tendered before him on behalf of the workmen . 


( 4 ) The Management contended that the enquiry was fair and just. There was 
no unavoidable delay in holding the cnquiry . Once the worker was found guilty 
of misconduct, under standing order 20 ( 1 ) F ( s ) , he could have been dismissed from 
Service , and , yet, he was awarded only a lesser punishment. The reasons for 
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awarding punishments are sct out in Ex, M -21. The allegations made against Mr 
Mani the Senior Offcer ( Personnel. cum -Welfare Oncer ) were of a serious nature 

(5 ) Both sides agreed that Para 20 ( 2 ) of the Standing Orders of the Company . 
reads, there could be suspension of workers , pending enquiry , only for 14 days. 
Para 20 ( 2 ) of the Standing Orders reads as follows: 
" The order of suspension sirall be in writing and shall take effect immedia 

tely on communication to the member and be in force for a fortnight 
thereafter unless rescinded or cancelled or otherwise modified mean - - 
while ." 


Surely , the above Standing Order entitles the Company to cancel the suspension : 
order or to modify and , surely , modification means some alteration of suspension 
already made and not that suspension order could be extended for any period 
beyond 14 days. The words order of suspension in Para 20 ( 2 ) of the Standing 
Orders can refer only to 14 days of suspension order that could be passed , pending 
enquiry , and such order so passed for a maximum period of 14 days of suspension . 
could be modified and not that the Standing Orders permit, that , pending enquiry , 
the worker could be kept in suspension , as in our case , for a period of more than 
6 months, I may state here that, the worker was kept under suspension on 22nd 
November, 1967, and such suspension was continued under the order dated 5ih 
December , 1967 and eventually , the worker was taken back to service only under 
the order dated 18th July , 1968 and throughout the above period , that worker was 
in suspension , he was not paid any subsistence or any other allowances , 


( 6 ) It is, urged , that, the illegality , that is patent on the record itself , is this , 
that in the Anal order in Ex . M -21, the entire suspension period was treated ag 
some period for which the worker was not entitled to any salary. Standing orders 
are clear enough that more than one month s suspension , as punishment, is not 
permissable (Ex . M - 22 ) . The Learned Counsel for the Management urged that Ex . 
M - 21 does noat read that withholding of salary for the period of suspension was 
punishment. I do not agree, for Ex . M -21 reads that as Sri P . K . Sridharan Nair 
had been found guilty , he would not be entitled to remuneration of any kind during 
the period of his suspension , that is the suspension was certified , as suspension 
without pay . . Moreover , as already seen , suspension for more than 14 days period , 
pending enquiry, is not permissible under the standing orders . 


( 7 ) The second illegality , it is urged , is this that Ex . M -21, reads as though the 
stoppage of Increments was for 5 years , the words punishment of stoppage of 5 
increments mean privation of increments for 5 years period . The learned counsel 
for the Management endorsed that Ex . M -21 means only stoppage of annual incre 
ments for 5 years without cumulative effect, but then the plain reading of Ex . 
M -21 reads, as though there was no saving class in Ex , M -21, that is the stoppage 
of increment for 5 years was intended , to be comulative in nature . 


( 8 ) Ex. M - 2 reads that, the worker was guilty of misconduct under standing 
orders 20 ( 1 ) C ( d ) read with standing orders 20 ( 1 ) F ( S ) . The Management conten 
ded that, stoppage of increment, without cumulative effect, was punishment for 
misbehaviousr or quarreling with superior in ránk , the offence mentioned in stand 
ing order 20 ( 1 ) ( C ) ( d ) and that offence , when it is of a gross nature , is punishable 
with dismissal under standing order 20 ( 1 ) F ( s ) that refers to any offence , under 
Clause A to E , which is of a gross naturę . 


( 9 ) In other words, the management has taken the stand in Ex , M21 that , as 
Sridharan Nair had told Gomez , that Mr. Mani had reported to the Police against 
the coastal people that, his Car was stopped and he was abused , such talk to Mr. 
Gomez amounted to misbehuviour of a gross nature . If it is mcrcly misbehaviour, 
then stoppage of increment with cummulative effect and suspension for a period 
exceeding one month could not have been done under the standing orders but if it 
s misbehaviour of u gross nature, the worker could be dismissed for such misbe 
haviour under Ex , M - 22 standing orders, and when that is so , any lesser punish 
ment could be given . 


( 10 ) I agree with the learned counsel for the management that, in awarding 
punishment, the previous conduct to the worker could be looked into , as is dorie , 
by referring to the previous conduct in para ( 4 ) in Ex . M - 211 , but then , the law 16 
well settled that, while reaching to the conclusion of guilt on the present charges 
framed against worker , there could be no reference, or , taking into consideration , 
of the previous conduct of the employee . In other words, offence mentioned in the 
present charge by itself had to be misbehaviour of a gross nature to entitle the 
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Management under Ex . M - 22 Standing Orders / to stop annual increment in a cumu 
lative way and to treat the entire period of suspension as punishment by withhold 
ing salary for that entire period , extending that upto 18th July , 1908 . 

( 11 ) In E . M - 21 in para ( 2 ) , the finding is that, misbehaviour was of a gross 
nature. The enquiry officer wrote in Ex . M -20 , that, the worker had not acted 
against the interests of the company and he was not guilty of infringing standing 
order 20 ( 1 ) F ( 1 ) , but he was guilty of the offence of misbehaviour, with a superior 
in rank and that offence was of a gross nature. 

( 12 ) As is correctly pointed out by the Union , in Ex, M . 21 there is no writing 
that, misbehaviour was a gross nature , and all that is written in Ex . M - 20 is that, 
It was quite unbecoming on the part of a Senior employee , like Mr. P . K . Sridharan 
Nair , to have got himself involved in spreading false rumous against a Senior 
Omcer, and as such , Sridharan Nair was guilty of violating standing orders 
20 ( 1 ) C ( d ) , read with 20 ( 1 ) F ( s ) . There is no finding as to why it was opined that, 
the offence was of a gross misbehaviour, In para ( 11 ) the writing is that Mr. P . K . 
Sridharan Nair made certain irresponsible statements to Mr. Gomez and he got 
himself involved in spreading false rumours against a Senior Officer , but there is 
no writing that such conduct was m sbehaviour with a superior in rank or that , 
such misbehaviour was of a gross nature . 


( 13 ) In other words , there is no consideration in Ex M - 20 or in Ex . M -21 
about gravity of socalled misbehaviour . I have to say this , the word misbehaviour 
is not even correlated or referred to in Ex .- 20 . There is just writing like that , 
the worker made irresponsible statements to Mr. Gomez about a Senior Officer 
and worker had that way spread rumours about a Senior employee whether 
spreading such rumour amounted to misbehaviour or to gross misbehaviour, is 
not discussed . 

( 14 ) The learned cousel for the Management urged that , the words. misbehavi 
our or quarrelling with superior in rank means misconduct. He would argue that , 
the word misbehaviour is synonymous with misconduct . 


( 15 ) Just spcaking to a co -worker like Mr, Mathew Gomez that Mr. Mani hed 
sent a report to the Police about Mr. Mani s Car being stopped by coastal people 
on 31st October , 1967, would it , amount to misbehaviour, relation to Mr. Mani? 

( 16 ) The learned counsel for the union urged that, the enquiry onlcer had not 
referred at all to evidence of the workers witnesses as follows: W . W . 3 deposed that 
there was talk in the shop of Krishna Pillat about Mani s car being stopped and 
he d d not remember who told him all that . Witness Adison Desilva deposed , as 
before the enguiry officer that, he knew that, on the 1st , Mani s car was stopped 
and he had come to know of the same in the Tea shop from one Andrew Gomes . 
Witness Shri P . K . Gopalakrishnan Menon , on behalf of the worker , deposed that 
on the 31st. Mr. Mani was aheraoed at the Vettucaud Church . Witness Shri V . 
Nagappa Chettiar also deposed that the basis of the talk was, what Mr. Andrew 
Gomcs had said at the time office , when he had been there on the 1st and witness 
came to know from Andrew Gomes that Mr, Mani had been gheraoed and abused . 
Witness Velayndhan Nair , on behalf of the worker , deposed as to how he was told 
by people that Mr. Mani was obstructed by coastal people . Witness R . Valayndhan 
Nair ( W . W . 8 ) had deposed before the enquiry officer as follows: 
" On October 31, when I went to the premises of the Vettucaud Church Mr. 

Mani was standing in the midst of crowd. I went near to know what 
it is . The talk was regarding a person named Augustry working in 
the Company . I heard also that the local representation was not given 
to persons in the locality . I am not responsible for that. Some cthers 
also are responsible for it . I heard Mr. Mani saying so . I heard some 
body from the crowd asking to name that person . Some other person 
was saying that they do not mind to do what they had done previous 
ly . Then Mr. Məni said that I do not say the name of the other per 
son , you do not know what I am doing for you . I went and said . You 
were done only this much . Even I was ill - treated all along. I saw a 
few whom I can identify bawlng out. Nothing untoward took place , 
I talked with Mr. Mani and Mr, Mani told me that you were not pro 
moted , because you had leave on loss of pay . Mr. Mani left that place 
30 minutes after I reached there . Then Gomes was there within 100 

ft. Gomes was not found coming there , when Mr. Mani left." 
( 17) On behalf of the Union , it is urged that , the only reference made to work 
ers witnesses is done in para ( 7 ) in Ex , M - 20 , and that there is total omission in 
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( 7 ) to refer to the relevant evidence or workers witnesses as quoted in the pre 
vious paragraph in this Award . The reasoning in Ex . M - 20 is as follows: — 
" I would have given some credence to their statements if they were at the 

place when the dialogue took place . In its absence , I fail to appreciate 
the statements . " 


Surely , the talk , in that locality , and in the office itself was Important talk and 
Shri R . Valayudhan Nair was W . W . 3 who referred to what he had heard and what 
he saw near Vettucaud Church , when Mr. Mani was surrounded by a crowd of 
people . 


( 18 ) As already stated , the Enquiry Officer failed to consider the concept and 
meaning as to what is misbehaviour. As to what misconduct is , we have number 
of decisions. 

( 19 ) It has been held that common mistakes of a trivial nature resulting from 
pressure of work (Kantha ) Rao V . Indian Bank Ltd ., Gazette of India , April 14 , 
1962 pt. 2 , p . 1176 ) is not misconduct . Like wise, taking a shorter lunch hour than 
ordered , and leaving papers on a desk in an untidy fashion during the lunch hour 
( National Handelsbank V . Their workmen . Gazette of India , December , 27 , 1952 P . 
1827 ) is not misconduct. In one case , a hospital nurse was charged with the offence 
of inciting a sweeper not to attend to his duties. Their Lordships of the Supreme 
Court held that the nurse had made some innocuous comments to the sweeper , 
which the employer magnifled into a charge to the sweeper , which the employer 
magnified into a charge of intimidation making a mountain out of a male - h ! 
Their Lordships held that the charge was completely baseless and perverse ( Indian 
Iron and Steel Co . V . Their workmen A . I. R . 1958, Supreme Court- page 130 ) . 


( 20 ) In my view , before finding as whether misbehaviour was gross misbeha 
viour, or whether it was misbehaviour at all , it was obligatory for the Enquiry 
Officer , to have found as to whether the worker was motivated by malice or hatred 
against Mr. Mani, in making the statements , said to have been made by him to 
Mr. Gomez . 


(21) Mere talk by a worker about his superior , that his superior had made a 
report to the police that his car was stopped on 31st October , 1967, unless that 
talk is motivated by malice or illwill, is just trivial talk , just rolling 
of an idle worker s tongue , just meaningless talk , by way of gossip with 
a co -worker . If on the other hand, that talk was motivated by malice then of 
course , the talk would not be trivial. One finds that , the worker was found 
not guilty of the charge of acting against interests of the Company in making the 
statement to Mr. Gomez , about Mr. Mani which finding means only this , that the 
worker did nothing wong to the company, as such . I agree that in Ex . M -20 there 
is the writing that , the endeavours of the defence to prove that Vettucaud incident 
was not cordial, had not succeeded . But then , was there an incident on that day , 
and , it there was an incident, read with fact , that the police did come to the factory 
on the next day for investigation into some other case , or other , could it not be 
assumed , that the worker just assumed that Mr. Mani had sent report to Police 
and his assumption was based on what had happened on 31st October , 1967, 


( 22 ) Now , M . W . I deposed as follows “ I did not enquire the date on which the 
police party came to the company for enquiry. I have seen the Police party 
coming to the company . It was around 2nd November , 1967. I do not know 
the date on which wrist watch and gold chain were stolen , Mr. Gomez 
came to enguire of me as to what the worker had said on 2nd November , 1967, I do 
not remember the exact time, but I think it was in the after - noon . I was actually 
chocked to hear the allegation made by the worker, because it was a fact that I 
stopped my car, myself , near Vettucaud Church and I got out of it , on my own , 
to meet the people standing there and some of whom were known to me. My main 
purpose of stopping therc , was, to find out as to how the festival was going on , 
which festival had ended on the previous Sunday , since I was away at Ernakulam 
during the week end . It is my usual practice to stop the car enroute to meet peo 
ple and make enquiries about their welfare when people known to me are found 
on the road . I told Mr. Gomez that the allegations were false and I am surprised 
to know about it. Mr, Gomez was in no mood to believe what I said ." Very de 
finately therefore, on 31st October, 1967, M . W . I. had talked to a number of people 
near the Church . On 2nd November, 1967 , the police came for enquiry . The 
worker merely said that a report had been sent by M . W . 1 Mr. Mani, and the police 
had come for an enquiry, which the, wag some deduction that he made, and when 
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confronted as to why he said Uke that, he straightaway said that everything was 
said in tamasha and not that he ever bore , any ill-will against Mr. Mani. 

( 23 ) There is no writing by the Enquiry Oncer that the worker deliberately or 
wilfully , made a false statement to bring down the wrath or anger of the coastal 
people on Mr, Mani, and yet , the finding is given that misbehaviour attracting 
Standing Order 20 ( 1 ) C ( d ), that is , misbehaviour of a gross nature was committed . 

(24 ) The very fact that Mr. Mani Phones up to police to verify as to whether 
a complaint has been Aled by somebody or other on 31st October, 1967 in relation 
to his car, iş indicative that, in reality , something had happened on 31st October . 
1967 in relation to Mr. Mani and his car and that near Vettucaud Church . In my 
view , the enquiry officer failed to even go through the evidence of the witnesses 
examined by the worker, to seek to prove, in reality , some incident did happen 
on 31st October , 1967, If nothing had happened , why should Mr, Mani assume that 
It was necessary for him to get clearance from the police station , that no complaint 
whatever has been filed , in relation to some incident on 31st October , 1967 , near 
Vettucaud Church ? 

( 25 ) In my view , the Enquiry Officer also failed to note the important admis 
sions made by Mr. Gomez himself . The witness deposed as follows— " Mr, Mani 
stopped the car voluntarlly , at his will. He left cordially . How the, the police 
came there ? I asked the worker . The worker Mr. Sridharan Nair reported that 
the matter was reported by Mr. Mani, and there should be some inner secret in it." 
In other words, Mr. Mathew Gomez knew personally as to what had happened 
near Vettucaud Church on 31st October, 1967 and so , he could never have believed 
Mr. Mani would have sent a false report to the police , and so , the talk made to 
him was trivial gossip that needed no investigation or clarification , at Mani s hands, 
and yet, the evidence is that Mr. Gomez was angry that a Police report had been 
sent and he straightaway accosted Mr. Mani and he wanted to be assured that no 
report had been sent. M . Mathew Gomez even said that he believed what the 
worker had told him . The further evidence of Mathew Gomez is interesting as 
follows: - " I asked Mr. Mani whether he stopped the car himself or it was stopped 
by others . Mr. Mani told him that the car was stopped voluntarily . Mr. Mani 
replied that he went to the youngesters who came to him . Did the youngesters 
abuse your mother or so ? No, Mr. Mani replied . They did not say any 
thing of that sort . Then why did you report to the police and brought the police ? , 
questioned Mathew Gomez ." Surely , Mathew Gomez knew what had happened 
on 31st October , 1967 near Vettucaud Church , and he had no reasons to accept or 
even to believe what the worker had told him . If the worker made some state 
ment about Mr. Mani, why should Mr. Gomez think that he had to report , himself , 
everything to the Managing Director . And why should he make a report orally , 
and not in writing ? 

( 26 ) Mr. Mathew Gomez said that the incident on 31st October , 1967 , as spoken 
to by the worker , did not take place . The Enquiry Omcer failed to note that 
Mathew Gomez admitted that Mr. Velayundhan Nair , who worked in the factory and 
who is the workers witness , joined that crowd when Mr. Mani was on his way to 
return from Vettucaud after his conversation with the coastal people . The enquiry 
officer failed to note that Mathew Gomez was an interested witness . He was inte 
rested in contracts issued by the Company to that Association , of which , he was the 
Vice -President. 

( 27 ) It was failed to be noted that Mathew Gomez himself admitted that, on an 
earlier occasion , he had made a complaint against this very worker , that, this 
worker had made a false charge that Mathew Gomez had lifted some article or 
other from the Company and so Mr. Gomez had every motive to exaggerate and 
stir up Mr. Mani against the worker . On 2nd November , 1967 , Mathew Gomez 
had no work to do in the factory . 

( 28 ) I have carefully gone through the evidence of every witness , as recorded 
by the enquiry officer. I have gone through the Anding in Ex , M -20 . In my view , 
what is proved is this, that, this worker did say that Mr. Mani had obviously sent 
a report to the police that coastal people had obstructed and gherraoed him , near 
the Vettucaud Church , but then , in my view , such remark was made. not intention 
ally or deliberately , but, on the assumption made by the worker that some inci 
dent near the Vettucaud Church had taken place on 31st October , 1967 , in relation 
to Mr. Mani and his car , and the police had come to the factory on 2nd November . 
1967 and hence , the presumption made that Mr. Mani or somebody else on his 
behalf, had made some complaint against the coastal people . In my view , it is 
abundantly clear that on 31st October , 1967, there was some incident and not 
just merely a cordial tete - a - tete talk between Mr. Mani and the fisherfolk . The 
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story that Mr. Mani talked about festival that had concluded the pevious week is 
definitely , not acceptable . He talked with a number of fisher - folk . A crowd of 
people gathered round the car and the talks went on and he got into the car and 
he moved away. On 31st October , 1967, there was no voilent Incident, but there was 
crowding and accosting and talk , not that Mr. Mani talked about festival with the 
coastal people . In the above background , there was nothing malicious, nothing 
deliberate , nothing intentional, in the talk that was done by worker that Mr. Mani 
had sent a report to the police . The worker presumed that the report must have 
been sent. Even Mr. Mani presumed that a report may have been sent by some 
body or other and that is why I suppose he talked on telephone to the police station 
and assured himself that no report had been sent and only , thereafter he rushed 
out and he accosted the worker, who said the truth that everything was done in 
tamasha just talk by an idle tongue, that rolled in a careless manner , to another 
worker , who was , however, an enemy of this worker , and who bore 111 -will against 
this worker . The Anding given that the worker talked to Mr, Mathew Gomez about 
Mr. Mani and his report to the police , is correct. The Anding given that no 
such Police report was made, by Mr. Mani is also correct , but then , the further 
finding given that there was no incident whatever on 31st October , 1987 and every 
thing was cordial near Vettucaud Chuch , Is a finding, based on no evidence what 
ever. 

( 29 ) Misbehaviour connotes some act, some- unruly conduct, some utterance, vis 
a - uts the officer concerned and not that misbehaviour can be spelt out from what a 
worker tells a co -worker . who bore grudge against him . In my view , what the 
enquiry officer failed to note is this , that Mr. Gomez was a person , who bore grudge 
against this worker , who had once accused Gomez of the offence of theft . It is 
Mr. Gomez , who repeated , what the worker had said , to Mr. Mani, What Mr. 
Gomez then said , was not recorded , in writing , by Mr. Mani or any other . Just 
one twist in one word or in one expression , can change the meaning to be attached 
to what the worker did say. Supposing the woker merely said that Mr. Mani had 
obviously sent a report to the police , and that is the reason why the police had come 
to the factory that day, the above sentence could be misquoted to mean that the 
worker had spread a false rumour that M , Mani had sent un a false and accusation 
to the police against the co -workers. In the Arst palce , Mr, Gomez was present. 
when Mr. Mani had stopped the car and he talked it is so said in a very friendly 
way to the coastal people near the church and so . My Gomez could never have 
believed that Mr. Mani could ever have sent any police report about incident on 
31st. And yet, Mr. Gomez is supposed to have got angry against Mr. Mani, and 
Mr. Mani is supposed to have phoned up to the police to make enquiries whether 
he, Mr. Mani had sent a report to the police , and finally , the worker himselt said , 
everything was said by him in tamasha . I am reminded of the story of blind man , 
searching for a black cat, in a dark room , when the cat is not there. Mr. Mani 
never made a report to the police, and Police , however , came to the factory on 
the second itself. Mr. Gomez was definitely not friendly to this worker , who ex 
plained , when confronted , that everything was said in tamasha . 


( 30 ) The management endorsed , that, they did not want a fresh opportunity to 
be given by me to the management to tender fresh evidence as to what the worker 
is said to have told Mr. Gomez . It is urged by the management, that the manage 
ment is a public undertaking. that is concerned only with Justice and truth and the 
law , that I have only the right to find , whether there was evidence or no evidence 
whatever ; in law , if there is evidence that could be accepted by a reasonable person , 
I have no right to interfere with the Anding by the enquiry officer . But, if there 
is total absence of evidence, and on that account, the findings are perverse , I have 
the right, to quash , those Andings and the punishment given to the worker . I find 
accordingly . 


(31) In my view , the enquiry oficer never considered the evidence of all the 
defence witnesses. He merely wrote that he had considered the evidence of 2 or 
3 defence witnesses. He failed to note that, of all persons, the worker had no 
motive to tell Mr. Gomez anything incriminating to give him a handle , to work it 
up against the worker. Merely because , the worker was not promoted , on that 
account, he could not have borne grudge against Mr. Mani. And by merely stating 
that Mr. Mani must have sent a report to the police , it could not be that the worker 
intended to do any harm to Mr. Mani, It looks at though all that the worker sald 
was that Mr. Mani, obviously , had sent a repoſt to the police as policemen had come 
over to the factory and the report was about the incident on 31st. Such talk with a 
co -worker , can never amount to misbehaviour, in relation to a superior, Misbeha 
viour means wrong behaviour ; and behaviour means, what one does or talks. and 
the entire talk of the worker has to be the basis to determine, as to whether there 
was misbehaviour or not. Subsequent conduct of the worker in telling Mr. Mani 
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in the presence of Mr . Gomez and others , that everything was said in tamashi, 
would it not amount to this , that the worker never misbehaved ?. Mr. Mant was, 
no doubt, a senior officer , but mere utterance that a police report was obviously 
sent, how could it amount to misbehaviour ? It was not said that Mr. Mani had 
done anything wrong . It was merely said that Mani had sent a report and police 
had come on the 2nd , and the police were making enquiries about what had hap 
pened on 31st. In my view all that the worker said was that Mr. Mani must have 
made a police report , as to what happened on 31st . The above conduct will never 
amount to misbehaviour , and it can never amount to gross misbehaviour, for the 
worker never spread any rumour. He talked only to one worker, just one utter 
ance , can never amount to misbehaviour, unless, it be, that utterance is so serious 
and so vilifying that the saying of such utterrance will, prime - facia , cause harm 
to the person , about whom the utterrance is made. Because something was said 
about Mr Mani in relation to police , on that account, the coastal people might 
agitate , on a future date , and cause harm to Mr. Mani and on that account, it 
should be held that there was misbehaviour, is illogical reasoning , a far- reteched 
hypothesis and just a lot of conjectures, that are neither here nor there . My 
Anding is that the finding given by the enquiry officer is more perverse , nor at 
all based on the evidence on record , that the worker was guilty of misbehaviour 
and also gross misbehaviour, in relation to Mr. Mani. 

( 32 ) On behalf of the worker , my attention has been drawn to the decision 
reported in 1965 - I. L .L . J -462 (Hind Construction and Engineering Company , Ltd . 
and their workmen ) , where there Lordships of the Supreme Court have laid down 
the law that , where the punishment is shockingly disproportionate , regard being 
had to the particular conduct and the past record or is such , as no reasonable 
employer would ever impose , in like circumstances, the Tribunal may treat the 
imposition of such punishment, as itself showing victimisation or unfair labour 
practice . The Learned counsel for the management urged that the prior conduct 
of this worker was bad, in that he assaulted a co - clerk inside the office, used 
vulgar words and quarrelles with a superior officer and so on . But then , in the 
background of that pașt conduct, even then the mere utterance of one sentence to 
a co -worker about Mr. Mani sending a report to the police , for just uttering that 
one sentence , read with the previous record of the worker , the punishment award 
ed , namely , suspension from 22nd November , 1967 to 18th July , 1988 and loss of 
pay for that period and the, loss of increments for five years , totally wrong and is 
a shocking punishment out of all proportion to what the worker ever did and that 
has got to be, in equity and justice , set aside. I find accordingly . 

(33) In the result, the award is passed that the action of the management in 
punishing Sri Sridharan Nair in suspending him and in stopping his 5 increments 
is not justified and the worker is entitled to the relief , as though he was not under 
suspension , at any time, and his increments had not been stopped , for any period . 

Sd / 
Dated 15th day of July , 1971 

Industrial Tribunal. 
List of Witnesses and Exhibits 

Witness Examined 
For both sides : None 

Documents Marked : 
For workmen : 

W - 1 / 13 -5 -69 — Conciliation failure report submitted to the Government ( copy ) . 
For Management: 
M - 1 / 14 -11-67 — Report of one Thiru J. K . Mand about the misbehaviour of 

Shreedharan Nair . 
M -2 / 22 - 11 -87 — Show cause notice issued by the Management to P . K . 

Sreedharan Nair . 
M -3 / 24 - 11-67 - Explaination of P . K . Sreedharan Nair to Ex. M -2 . 
M - 4 / 5 - 12 -67 — Letter to P , K , Sreedharan Nair by the Management extending 

his suspension . 
M -5 / 23 - 12 -67 – - Charge sheet issued to Sreedharan Nair by the Manage 

ment. 
M -8 -3 / 4 - 1-68 – Evidence of Thiru J .K . Mani in the Domestic enquiry, 
M - 7 / 5 - 1 -68 - Evidence of Thiru A . V . Varkey ( in Malayalam ) in the domestic 

enquiry. 
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M - 7( a ) -- English Translation of Ex , M -7 . 
M / 8 — Evidence of Thiru Mathew Gomcz (in Malayalam ) in the Domestic 

enquiry . 
M - 8 (a ) - English Translation of Ex. M - 8. 
M - 10 / — Evidence of Thiru Rajack ( in Malayalam ) in the Domestic Enquiry . 
M -10 ( a ) - English Translation of Ex. M - 10 . 
M -9 / -- Evidence of Thiru N . Sukumaran Nair (in Malayalam ) in the Domestic 

enquiry . 
M -9 (a ) - - English Translation of Ex. M -9 . 
M - 11 — Evidence of Thiru Edison Deselva (in Malayalam ) in the Domestic 

enquiry . 
M -11 ( a ) - English Translation of Ex. M - 11. 
M - 12 / -- Evidence of Thiru P . K . Gopalakrishna Menon ( in Malayalam ) in 

the Domestic enquiry . 
M - 12 (a ) - English Translation of Ex. M -12 . 
M - 13 / - Evidence of Thiru V . Nagappa Chettiar ( in Malayalam ) in the 

Domestic enquiry . 
M -13 (a ) - English translation of Ex . M -13. 
M - 14 - Evidence of Thiru K . Velayudhan Nair ( in Malayalam ) in the Domes 

tic enquiry. 
M - 14 (a ) - English translation of Ex. M - 14 . 
M - 15 - Evidence of Thiru P .C . Ravindran (In Malayalam ) in the domestic 

enquiry. 
M -15 ( a ) - English Translation of Ex . M -15. 
M - 16 -- Evidence of Thiru R . Velayudhan Nair (in Malayalam ) in the domes 

tic enquiry . 
M - 10 (a ) - English Translation of Ex. M - 16 . 
M . 17 -- Evidence of Thiru A . Joseph Fernadey (In Malayalam ) in the domes 

tic enquiry . 
M - 17 (a ) - English Translation of Ex . M - 17 . 
M - 18 - -Evidence of Thiru Potnis, V . A . Chlef Engineer in the domestic en 

quiry . 
M - 19 – Evidence of Thiru P .K . Sreedharan Nair (in Malayalam ) in the domes 

tic enquiry. 
M (19 ) (a ) — English Translation of Ex. M -19. 
M - 20 / 3-8 -68 — Findings of the Enquiry Omcer . 
M -21 / 16 -7 -68 — Order issued to the worker stopping annual increments for a 

period of 5 years , 
M -22 - Standing orders of the Company . 


Sd / 
Industrial Tribunal. 


NOTE . - - The parties are directed to take return of their document / documents within 

6 months from the date of the award . 


[No. 24 / 29 / 70 -LR - IV . ) 


SEC . 3 ( ii ) ] THE GAZETTE OF INDIA : SEPTEMBER 4 , 1971/ BHADRA 13, 1893 4631 


S . O . 3283. - In pursuance of section 17 of the Industrial Disputes Act, 1947 
( 14 of 1947 ) , the Central Goverpment hereby publishes the following award of 
the Central Industrial Tribunal, Madras , in the industrial dispute between the 
employers in relation to the management of the Associated Cement Companies, 
Limited , Madukkaral and their workmen , which was received by the Central 
Government on the 17th August, 1971 . 

BEFORE THE INDUSTRIAL TRIBUNAL , MADRAS 
PRESENT: 
Thiru K . Seetharama Rao, B .A ., B .L ., Industrial Tribunal. 

INDUSTRIAL DISPUTE No. 35 OF 1970 
( In the matter of the dispute for adjudication under section 10 ( 1 ) ( d ) of the Indus 

trial Disputes Act, 1947 between the workmen and the Management of Asso 
clated Cement Companies Ltd ., Madukkarai Cement Works, Madukkaral, P . O . , 
Coimbatore District , 

BETWIEN : 
The Secretary, A .C .C . National Staff Union , No. 860 , Big Bazar Strect , 

Coimbatore - 1 . 


AND 
The Manager, Associated Cement Company Ltd ., Madukkarai Cement 

Works , Madukkaral P .O ., Coimbatore District, 
REFERENCE : 

Order No. 12 ( 14 ) / 70-LR - IV , dated 22nd May , 1970 of the Ministry of Labour, 
Employment and Rehabilitation ( Department of Labour and Employment) Govern 
ment cf India , New Delhi . 

This dispute coming on for final hearing on Friday the 18th day of June, 1971, 
upon perusing the reference , claim and counter statements and all other material 
papers on record and upon hearing the arguments of Thiru K , C . Ramaswamy, 
President of the Union and of Thiruvalargal T . S . Gapalan , and K . Kusthuri, 
advocates of M / s . King and artridge, advocates for the Management and having 
stood over for consideration till this day , this Tribunal made the following : 

AWARD 
The issue for consideration in the following, as set out in the Government of 
Indla Order , dated 22nd May , 1970 : 
" Whether Messrs Associated Cement Companies Limited , Madukkarat are 

justified in designating Shri V . Vital Das in charge of the magazine and 
Shri K . Velu working in the time office as Tally Checkers and paying 
them the wages recommended for Tally Checkers only by the Cement 
Wage Board If not , what should be their designation and under what 

grade of pay should they be fixed ? 
( 2 ) The Union contends that both Thiru V . Vital Das ( W . W . 1 ) and Thira K 
Velu ( W . W 2 ) are employed in lime stone quarry , and are designated as Tally 
Checkers . Actually , Thiru Vital Das was directed to work as magazine- in - charge , 
and Thiru K . Velu as Time-keeper . Considering the nature of work done by the 
above persons, it is most unjust that they are being paid salaries payable to a 
Tally Checker . Once Vital Das was authorised to be charge of explosdvę magazines 
( Ex , W - 1 letter dated 29th February , 1965 ) , it is wrong that , in terms of Ex . C - 2 
recommendations by the Wage Board , Thiru Vital Das was not re- designated as 
Clerk . The statutory duties of a person Incharge of magazines are onerous, as 
detailed in Regulation 58 of Mines Regulations, 1961. It is urged that, Vital Das 
had also to do supervision work in gun powder manufacture , and , in relation to 
the same. he had to maintain accounts and perform duties as detalled in paras 
13 to 16 of the Claim Statement. 

( 3 ) The plea about Thiru Velu ( W . W . 2 ) is that, he is doing duties of a Clerk 
As detalled in para 18 of the Clalm Statement The duties of Tally Checker are 
much less than work done by Thiru K , Velu who is a Time-keeper . A Clerk has 
to be paid proper wages, as recommended by the Wage Board in Ex . C - 2 report. 

( 4 ) The Management conteded in their original statement and in the rejoinder 
that Thiru Vital Das joined service as an ordinary Cooly and later he was promoted 
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as a Pump-man and then promoted as a Tally Checker . While implementing, first 
Wage Board recommendation ( Ex , C - 3 ) , he was classified as a Tally Checker on 
monthly wages with effect from 1st July , 1962. It is agreed that, from February , 

1965, he is incharge of explosive magazines , but his duties are only to mainta .fi 
registers and write up quantity of explosives that are received at the quarry . 
The explosives are tested and inspected only by the foreman . Vital Das, vias only 
to make the relevant entries in the registers , inclusive of stock register . He re 
ceived requisition slips duly signed by the Foreman and he issued explosives , as 
per requisition slip making only figure entries , in the relevant registers . The regis 
ters that he had to maintain were Ex . M - 5 Explosives Issue and Return register 
and Ex . M - 7 , the Ledger for explosives . He had also to mantain a register showing 
the Return of Explosives and in those Registers , he entered up only figure entries . 
The montlily and quarterly returns, like Ex M - 19 and Ex .M20 , were prepared by 
the Forerrian and not at all by Vital Das who did only semi- clerical duties and so 
he ,was rightly resignated as Tally Checker . Itis agreed that, Vital Das was auth 
orised , under the Act, as the competent person to receive and store and issue explo 
sives , that is he performed that duties of magazine in - charge, as prescribed by 
Regulation 58 of Mines Regulations, 1961, but those duties are merely semi- clerical 
duties. It is admitted that Vital Das maintained the registers mentioned in para 
( 10 ) in the ClaimStatement and further he had to attend to magazines storing . 
Manufacturing of gun power and cartridges is no longer done in this factory , 
Vital Das never supervised the work of making gun power and cartridges at a 
time, they were manufactured in this Cobpany. 

(5 ) It is urged that the while implementing the first Wage Board Recommenda 
tion (Ex . C - 3 ) , Thiru Velu ( W . W .2 ) was categorised as a Tally Checker as he is 
doing only semi- clerical work duties and not duties of a Time- keeper . Duties of a 
Time- keeper , are onerous ( Ex . M - 36 ) Velu had only to mark attendance in the 
muster roll and he had only to take leave particulars and enter the same in the 
registers and he had only to enter value of coupens issued to workers in the 
register maintained for that purpose . He never checked wage sheets and he never 
prepared pay bills and he never delt with compensation cases and so he cannot be 
classified as Grade II worker , in terms of recommendations made by the Wage 
Board (Ex , C - 2 recommendations ) . 


( 6 ) WW . 2 Velu deposed that, he had 23 years of service in the Company . 
It is he who issued the card like Ex , M - 31 to employees, on thelr returning back to 
duties from leave. He had to signe in each such card Ex . M - 31 contains the 
following writings : 


Sec . Incharge 
T . No. . . . . . . . . was on SL , PL , CL , 

From . . . . . . . . . . . . . . . . . . . To . . . . . . . 
He / She may be taken for work 
from to -day please . 

T . Keeper , 
and , invariably , Velu it is who signed as Time-Keeper in the above form . Velu 
had to take note of punchings made in the punch card by each of the 300 employees 
and to record the entries made in punch cards in muster rolls and that, day after 
day. Thus Velu maintained muster Rolls for 300 monthly paid employees , 

( 7 ) The piece- rate workers are 600 in number in the Company . Their at 
tendance is noted in each Section in a form the sample of which is Ex , M - 32 , but 
Velu had to tick numbers in each such form . The encircled numbers in Ex , M - 32 
were absentees, and Velu had to note presence and absence and make entries in 
muster rolls , day after day . He had to note , in leave forms, full particulars of 
leave for each empoyee , 

( 8 ) Velu algo maintained Canteen Ledger , wherein he noted recoveries to be 
made from each employee of advances by way of coupens made to each employee 
and Velu had to send such recovery lists to the office . When payments were 
made, each month , Velu did sit by the side of the Cashier and read out particu 
lars of emoluments due to each employee. 

( 9 ) When Velu went on leave, his substitute was a regular clerk , Velu never 
attended at any time to weighing or loading or unloading of goods. On an average , 
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50 employees , returned from leave per day and Alling up Ex , M -31 forms at the 
rate of 50 per day was full time clerical work . He had to note the hours of duty 
as specified in Ex , M -29, by writing the same from every punch card , and roughly 
he attended to 300 punch cards day after day. The muster rolls that he wrote 
up day after day are Ex , M - 11 muster rolls . At the canteen coupens were 
isssued six times , cach month , and that only by Velu and the register he maintains 
in relation to coupens is Ex , M - 13 register , Velu admitted that Time-keeper 
maintained pay particulars , that is wage bill, but, he furnished Ticket number and 
Wage paticulars , for preparation of that wage bill to be done by the Time-keeper , 
He could not say who all officiated at all times in the absence . Velu can read 
English , but he cannot read Hindi paper , for , to that extent he is not proficient 
In English . He agreed that he had risen to his present position , step by step , 

( 10 ) Velu did not deny that Ex . M - 36 correctly set out duties of quarry Time 
keepers ! He knows how to calculate bonus . He does 8 hours of clerical work 
every day. No Time-keeper did correspondence in English at any time. 

(11 ) M . W , 1 admitted that Tally -checkers were there in two categories (Grade I 
and Grade II ) . Tally Checkers drew less pay than Time-keepers . The basic 
salary of Tally Checkers is Rs. 70 - 90 - - 150 . He admitted that both W . W . 1 and 
Vell had reached the maximum of Rs. 150 basic pay as Tally Checkers . He 
admitted that 70 per cent of Clerks never did any correspondence work . He agreed 
that Ex M -38 gave particulars of cumulative work done by all Time-keepers put 
together and not that Ex . M - 36 set out work done by any one Time-keeper . The 
duties of a Clerk were not specified in any order of the Company, but a Clerk 
was one who did clarical work , that is writing work , but 80 per cent of Clerks 
algo did calculation work , M . W . 1 added as follows: " I admit that w . W . 2 does 
calculation work in commuting hours of work in each punch card like Ex , M - 29 
card . W . W . 2 is doing assistant s work in the matter of disbursal of salary . 
W . W . 2 , on his own , takes acquittance for paying salaries . W . W . 2 writes that , 
the thumb impression is that of the paid employee, as that employee is paid 
salary, month after month . W . W . 2 has to do calculation work in the matter of 
issue, of canteen tickets and maintenance of Canteen Register . " 

( 12 ) Now Ex . M - 37 reads as though Tally Checker did only semi- clerical work . 
A Tally Checker did duties like weighing of materials, checking up of loading and 
un -loading materials and recording productions. As against this, Time-keepers , 
as set out in Ex . M - 37 itself, did the job of issuing tokens to workers and mainte 
nance of muster roll and wage sheets and writing of pay bills and they also dealt 
with compensation cases , but then , every Time-keeper did not deal with com 
pensation cases and every Time-keeper did not commute calculations for purpo : 
of maternity benefits in case of Female workers and every Time-keeper did not 
do all the work specified in Ex . M - 38 . The argument, on behalf of the manage 
ment, that , Velu did not do any calculation or any mathematical work whateve " . 
is not correct. One finds that Velu signed day after day in Ex. M - 31 describing him 
self as Time-keeper. The duties performed by Velu are clerical and not semi 
clerical, In my view , for al ] the 8 hours during the day , Velu does the job of a 
Clerk , that is, writing work and calculation work and the job that he does is 
onerous and definitely he dones no job , that is usually done by a Tally Checker . 

(13) At page 51 In Ex, C - 2, the writing is that, the Wage Board had no machi 
nery , at its disposal, to embark on a detailed investigation and prepare fresh 
statement ne IIP ,, shrdlu oimfwyp omfwy ohmou wrdlydl omfwy omfwyp ibgk fq 
standardised nomenclatures and duty lists . The Wage structure is set out in 
Chapter 6 , that is, clerical cadre is referred to at page 61. The guaranteed in 
creases are set out at page 53. In the 1959 report in Ex . C - 3 it is written at 
page 76 , that, Tally Checkers were below the category of clerical employees . The 
lowest clerical grade recommended in Ex , C - 2 was Rs . 75 -- 5 - - 110 — EB 5 - 150 , 
while the pay of a Tally Checker stopped at Rs. 100 . As already stated , Ex , C - 2 
did not introduce new categories, but it enhanced the pay of Tally Checkers and 
clerical staff . The lowest clerk could reach upto Rs, 167 , while the Tally Checker 
could reach upto only Rs. 150 . 


( 14 ) Surely , Velu in doing wholly clerical work and not semi- clerical work , 
He is not a Tally Checker or Tally Clerk , but he is a Clerk maintaining impor 
tant registers and doing arithmatical calculations, 


( 15 ) MW . 1 admitted that, when W . W 2 was not doing clerical work , he 
did no other work , and yet, he would say that W . W . 2 did clerical work only for 
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31 hours per shift , M . W . 1 admitted that B Grade Clerk does time keeping and the 
salary of a Time- keeper is that of Bwade Clerk , is Rs. 95 - 105 - 211 ( Ex , W - 10 ) . 
Like W . W . 2 , 30 per cent of Clerks qia no correspondence work , W . W . 2 was not 
doing any of the duties of a Tally Checker whose are speciñed in Ex . M . 37. 
M . W I admitted that Ex .M 31 and similar forms like Ex ,M1 are prepared by W . 
W . 2 . In Ex . M - 31, W . W 2 invariably signed as a Time-keeper and a Time-keeper is 
a B Grade Clerk , I find that, Velu is a Clerk doing clerical work throughout the 
shift and he is not a Tally Checker or a Tally Clerk , In the book on the law , relat 
ing to industrial disputes by B , G , Row , at page 595 , it is written as follows: The 
principle of equal pay for equal work has been recognised both the Fair Wages 
Committee and Tribunals but, what is meant by equal pay for equal work is that 
for the same piece of work , the Wage should be the same Irrespective of whether 
the person doing the work is a man or woman ." G . L . Kothari, in his book on 
Wages and Bonus at page 270 , bas referred to the IL , O , report on problems of 
Wages Policy in ancient countries and he has observed as to how uniformity in 
pay scales is desirable. The service condition in this Company is this , that, Time 
keeper Clerks doing clerical work , are to be put on the scale of pay of Rs. 95 - - 155 
211 . I find that in equity and justice and in law , W . W 2 had to be Atted in as 
a B Grade Clerk on the scale of pay of Rs. 95 — 155 - 211 . He has already reached 
the maximum of Rs. 150. I pass this award that, in terms of the Second Wage 
Board Report, W . W . 2 Shri K Velu , will be Atted in , as a B Grade Clerk with 
effect from the date that this Company implemented the Second Wage Board 
Report in Ex , C - 2 . I find that Velu had seven years of service as Time Keeper 
( Clerk ) and that on 1st January , 1969. 

( 16 ) So far as W . W . 1 is concerned , one finds, that Gun Powder manufactur 
ing has been stopped in this undertaking . The Foreman writes the last column 
entries in Ex , M - 3 ( Ex . M - 4 ( a ) writing is by the Foreman ) . The abstract total 
consumption is invariably written up by the foremen and not by W . W . 1 . The 
entire registers in Ex . M - 8 and M - 9 are maintained by the foreman , Likewise 
Ex , M - 10 , Ex , M - 17 and Ex , M - 18 are wžitten by the foremen and also Ex , M - 19 and 
Ex M - 20 are prepared by the foremen and not by W . W . 1. One Maram , an 
ordinary labourer substituted for W . W . 1 when W . W . 1 went on leave . No 
foreman even substituted for W . W . 1 at any time. Apart from Ex . M - 5 to Ex , 
M - 7 registers , W . W 1 deposed that, he maintained attendance registers , ingrcdlents 
book , geletine and detonator account book . It is the foremen who directed issues 
and w . W . 1 issued cartridges as directed by the Foremen . 

( 17 ) It is definite that W . W . 1 is the authorised person for this Company 
as under the Explosives Act and he writes only the registers in Exs. M - 5 , M - 6 , 
M - 7 and M -8 ( Ex . M - 7 is copy of Ex , M - 5 ) . Ex . M - 6 sets out entries on sectionwise 
basis showing issues of explosive to each section . Each day 5 to 6 items of ex 
plosives were received , as is clear, from break - up of figures of explosives as fur 
nished in Ex . M - 38 . In all , W , W , 1 makes on an average 14 entries per day , in all , 
the registers put together . Ex . M - 39 correctly sets out the duties of W . W . 1. He is 
one, incharge of magazines and it is , however, the foreman who prepares returns. 


( 18 ) I agree that, W . W . 1 is magazine - in - charge under Ex , M - 15 order , and he 
records all issues of magazines, Ex . M - 25 , Ex . M - 26 and Ex . 27 do prove this 
fact, that , in Salem Magnesite Private Ltd ., Magazine - in - charge is a skilled worker, 
on basic pay of Rs, 1.80 with increment of 7 paise , the basic pay going up to 2 . 45 
per day. Ex . M -26 proves that in Associated Cements Company , the magazine 
keeper is on D Grade . A Ex M - 27 proves that, in Dalmia Cements , magazine 
in - charge is a mines foreman in Grade 3 , but he has passed the Mines Foreman s 
Service Certificate of Competency Examination and he has obtained the certificate 
from Board of Metallferrous Mining Examinations, Dhanbad . 


( 19 ) On a careful consideration of the oral and documentary evidence ten 
dered , I am satisfied that W . W . 1 is only doing clerical work for one hour per shift 
and he is therefore not a Clerk , His job is in - charge job of explosives (Ex . W - 1 ) . 
We writes up the register only to the exlent, as spoken to by M . W . 1 and not 
that he does clerical work for more than one hour per shift. Now a Tally Checker 
is also a Tally Clerk and he is a person doing semi- clerical work and not that 
in law or in justice , I can ever classify W . W . 1 even as a C Grade Clerk . I And 
accordingly . 


( 19 ) I may state here that in the Claim Statement, Grade II wages are claim 
ed for K . Velu who is a Time-keeper . In the Counter Statement, it is merely 
stated that Velu is doing semi- clerical duties and he is not a Time-keeper and it 
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is not denied therein that, Time-keepers are Grade II Staff. In Ex . W - 10 , Grade II 
staff is correctly shown as B Grade Clerk on basic salary of Rs. 95 - - 155 - 211 . It 
is not the contention by the Management that, any Time-keeper is a C Grade 
Clerk , In my view , Velu has to be classified as B Grade Clerk (Grade II ) which 
Grade is described very correctly in Ex . W - 10 . This Award is passed that , V . Vital 
Das is not entitled to any relief, but that, Sri Velu will be Atted in Grade II 
clerical post , that is, B Grade clerical post , on Rs. 95 — 155 — 211, pay scale with 
effect from the date that this establishment accepted the Second Wage Board 
Recommendations for its employees , and the Atment will be done on the basis 
that Velu was Grade II B Clerk with seven years of serviço as Time- keeper 
(Clerk ) on that date that the Wage Board Recommendations were made ap 
plicable to this establishment . 
Dated , 24th day of July , 1971. 

( Sd .) K . SEETHARAMA RAO , 

Industrial Tribunal. 
List of Witnesses and Exhibits 

witnesses examined 
For Workmen : 

W . W . 1 - THIRU T . T . VITTAL DAS . 

W . W . 2 - THIRU V . VELU . 
For Management : 

M . W . 1 - TATRU T . S . RAMACHANDRAN , 


Documents marked 
For Workmen : 
W - 1 /28 - 2 -65 — Letter by the Management to W . W . I authorizing him to te in - charge cifrt r 

sive Magazine, Madukkarai lime- stone Mines ( copy). 
W - 2 / 28 - 2 - 704 Letter by the Union to one Thiru Moinudeen , asking particulars cut 116 

nature of Job , grade and wages for a worker in charge of Explosluc Megz r: 

Section ( copy ). 
W - 3 /7 - 3 - 70 % Rcply letter by on Thiru I, M . Moinvdeen to Ex . W - 2 ( copy). 
W - 4 /13 -4 - 70 — Conciliation failure report ( copy ). 
W -5 / 13 -4 - 70 - List of duties of W .W . I. 
W -6 /13 - 4 - 70 % List of Registers and 11 fccn.cn copies of 16 gigtais (one bur.ch ). 
W - 4/ 13 - 4 - 70 — Specimen copies of forres ard Registers ( 6 N s.) 
W - 8 / 13 -4 -70 Form showing runter of br ciltis, lalul IT EICN11) , clcre in North section 
W -9 /13 -4 - 70 - List of duties of W . W .52 
W - 10 / 13 - 4 - 70 Gist of recommendations of the II Wage Board ord the 10so ution of the GcvCI 

nment of India on the recommendations. 
For Management : 
M - 1 - Blasting powder manufacturing accourt tack fit the period from 2 - 12- 1568 to 

23 - 4 - 1970 . 
M - 2 

- 

Attendance Register for the period from December, 1968 to December, 19€9 . 
M - 3 

Paper sockct Account Book for the period from January , 1970 to June, 1970 . 
M - 3 (a ) - Entry at page 92 in Ex . M -3 . 
M - 4 — Charcoal Powder Account Book for the period from January , 1969 to June 1970 
M -4 ( a ) - Entry at page 18 In Ex. M - 4 
M - 5 - Explosives issue and Return Register for the period from 1 -9 - 1969 to 29- 11- 1969 . 
M -6 

Explosives Issue and Return Register forthe period from January 1969 to December 

1969. 
M -7 Regsister for explosives (Ledger) for the period from January, 1969 to December 

1969 . 
M -8 

Gun powder Manufacturing Acccunt Register for the pericd frem Jaruely ,15 ( $ . 
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M - 9 


– 


Explosives local purchase requisition book for the period from 6 -6 - 1969 to 4 -8 - 70 


M - 10 Explosives monthly Issue and Requisition Book for the period from 31- 7 - 1969 to 

31- 7 - 1970 . 
M - II Muster roll for the month of July, 1969 (Register ). 
M - 12 - Canteen Coupon Issue Register for the period from 11-4 - 1969 to 21- 7- 1969 . 
M - 13 - Coupon Recovery Register for the period from May, 1969 to September , 1969. 
M - 14 / 26 -8 -64 - - Letter authorizing persons to manufacture Gunpowder, 
M - 15 /28 -2 -65 — Letter of authorization from the Management to W . W . I. 
M -16 / 14 - 10 -69 Letter of authorization to one Thiru A . C . Basak by the quarry Manager. 
M - 17 /2 - 1- 70 — Local Order No. 12 / 102 issued by the Management, 
M - 18/ 10 - 6 - 69 — Inspection reports (explosives accounts ) 

14 - 7 -69 — 
M - 19 - Quarterly returns ( Explosives ) for the quarter ended March , 1969 and December 

1969. 
M - 20 - Statements showing the receipt and cons motion of explosives for the quarter 

Ending 31 - 3 - 1969 and for the months of October , 1968, February , 1969, January 

1969, March , 1969, April, 1969 , May , 1969 and August , 1969 . 
M -211 - - Demands of the workers (copy). 
M - 22 / 11 - 2 - 70 - Cinciliation Failure report submitted to the Government by the Labour Officer 

III, Coimbatore. 
M -23127 - 4 - 70 - Government order in G . O . (Rt) No. 899 , dated 27 -4 - 70 of te hLabour Depart 

ment, Government of Tamil Nadu. 
M -24 /22 - 6 - 70 — Letter from Chettinad Cement Corporation Ltd . to the Managtmcnt. 
M -25 / 30 - 6 - 70 — Letter from Sales Magaesite Private Ltd . to the Management furnishing parti 

culars about Magazine in charge. 
M -26 /23- 6 - 70 – Letter from India Cements Ltd , to the Management, 
M - 27 / 10 - 7 - 70 — Letter from Dalmia Cement (Bharat) Ltd . to the Management about the person 

in - charge of Magazine, 
M -28) - Leave applications of Pachiammal and Nanjammal. 
M - 29) - Time cards of Ranjammal and Pachiammal for the month of July , 1969. 
M -30 / 17-6 - 70 — Order of promotion issued to one Thiru V . Varijakshan , Time-keeper. 
M - 31 – Specimen sup issued by Time Keeper to the Section - in - charge regarding leave 

taken by workers . 
M - 32 - Attendance shecte sent by the Section to Tully : Checker, 
M - 33 - Monthly return ( Form L ) for the month of Jaly 1969 and Annual return ( Form 

H - 7 ) for the year 1968 . 
M - 34 

Register of wages of the piece - rated Breakers for the month of July , 1969 (sheets 
M -35 Breakers Register of work done by the months of May and July , 1969. 
M - 36 

List of work done by Quarry Time-keepers . 
M - 37 Standard list of occupations in Cement Industry . 
M -38 - Register showing the category of explosives , 
M - 39 - . Duties of W . W . I at present, 


Court Exhibits, 
List of duties done by W . W . 2 . 
Report of the 2nd Wage Board for the Cement Industry . 
Report of the 1st Wage Board for the Cement Industry . 


( Sd .) K . SEETHARAMA RAO , 

Industrial Tribunal. 
Note — The parties are directed to take return of their document/documents within six 
months from the date of the award. 

No , 12 (14 ) / 70- LR -IV .) 
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New Delhi, the 25th August 1971 
S . O . 3284 . — In pursuance of section 17 of the Industrial Disputes Act, 1947 ( 14 
of 1947), the Central Government hereby publishes the following award of the 
Central Industrial Tribunal, Rajasthan , Jaipur, in the industrial dispute between 
the employers in relation to the management of Messrs Bikaner Gypsums Limited , 
Bikaner and their workmen , which was received by the Central Government on 
the 17th August , 1971 , 


CENTRAL GOVERNMENT INDUSTRIAL TRIBUNAL , RAJASTHAN , JAIPUR 


PRESENT : 
Shri Gopal Narain Sharma, Presiding Officer . 

CASE No. CIT -8 OF 1968 
Ref. - Government of India , Ministry of Labour, Employment and Rehabilitation , 
Department of Labour and Employment, New Delhi Order No. 24 / 29 /68 - LRI 
dated 24th September , 1968 . 
In the Matter of an Industrial Dispute 

BETWEEN 
Shri Nathu Khan through Dr. Jawaharlal Ajwani 

AND 
M / s. Bikaner Gypsums Limited , Bikaner, 
APPEARANCES : 

For the Workman . — Dr. Jawahar Lal Ajwanl, 
For the Management. - Dr. Anand Prakash , 

Date of Award : 8th July , 1971. 

AWARD 


This is a reference by the Central Government under section 10 ( 1 ) ( d ) of the 
Industrial Disputes Act, 1947 for the adjudication of an industrial dispute between 
the Management of Messrs , Bikaner Gypsums Limited , Bikaner and their workman 
viz . Shri Nathoo Khan in regard to the termination of his services . The terms of 
reference read as under : 
" Whether the management of M / s . Bikaner Gypsums Linited , Bikaner was 

justified in terminating the services of Shri Nathoo Khan Mazdoor , 
T . No. 2074 , Jamsar Mines of M / s . Bikaner Gypsums Limited , Blkaner 
with effect from the 22nd September, 1964 ? If not, to what relief is 

he entitled ? ” 
It is alleged that Shri Nathoo Khan had been serving the Bikaner Gypsums 
Limited for the last eight years as a permanent workman when he was charge 
sheeted first on 6th June, 1964 then on 23rd July , 1964 for misconduct of thefts and 
suspended from service. The Management instituted an enquiry against him but 
it appears that as a Criminal case was also registered against Shri Nathoo Khan 
and he was challaned in Court he did not participate in the enqury on that ground 
and only claimed reinstatement afterwards on the ground that he had been acquit 
ted by the Session Court. In meanwhile the Management of the Bikaner Gypsums 
Limited held an enguiry ex parte and finding him guilty of the charges dismissed 
him from service with effect from 22nd September, 1964 . When the Management 
refused to reinstate him on the ground that he had been acquitted by the Sessions 
Court Shri Nathoo Khạn filed a complain before the Assistant Labour Commissioner 
Central, Ajmer who initiated conclliation proceedings but eventually they falled 
and the Government made this reference . 

Shri Nathoo Khan in his statement claims that he was involved in a false charge 
of theft by the Management and therefore he was acquitted by the Sessions Judge. 
He further submits that no domestic enquiry was held against him nor was he 
given any opportunity to explain the misconduct. He, therefore , prays that he be 
reinstated with full back wages . 

The opposite party i.e . the Bikaner Gypsums Limited has denied the allegations 
made by Shri Nalhoo Khan and inter alia raised a preliminary objection that this 
was only an individual dispute ; it was not covered by Section 2A of the Act as . 
that Section came into existence much after the workman had heen dismissed. 
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When the validity of reference is challenged on the ground that the dispute was 
not an Industrial dispute we are bound to decide this objection first. The instant 
dispute has been raised by the aggrieved workman alone . His cause has not been 
espoused by any union or other workmen . Under the Industrial Disputes Act. 1947 
as it stood before amendment in December , 1965 an individual dispute could be 
referred to the Tribunal for adjudication , Section 2A was inserted by Act No . 35 
of 1965 . Now the first requisite to be fulAlled before an individual dispute over 
dismissal be regarded as industrial dispute is that the impugned disinissal must 
arise on or after 1st December , 1965 as is clear from the language of the new Sec 
tion itself . Admittedly Shri Nathoo Khan was dismissed much before 1. e . on 22nd 
September, 1964 with the result that this Section 2A is not attracted in his case . 
Air France Vs. their workmen ( 1966 ( 13) F .L . R . 3597. It has been heid that retros 
pective operation should not be given to Section 2A as the intention of the legis 
lature that it should be so construed has not been expressed in plain and unam 
biguous langauge in the Act and it also manifestly shocks the sense of justice that 
an act which was unlawful at the time of doing it as for instance the order of 
reference under conciliation should be made lawful by some subsequent new en 
actmtnt. The preliminary objection of the opposite party therefore succeeds and I 
hold the present reference as bad in law and incompetent. I award accordingly . 

( Sd .) GOPAL NARAIN SHARMA, 

Presiding Officer . 

[ No, 24 ( 29 ) / 68 -LR -IV . 1 
New Delhi, the 27th August 1971 
SO 3285 . — In pursuance of section 17 of the Industrial Disputes Act , 1947 ( 14 

cernment herebro Foublishes the fouspunes Act , 1947 
of 1947) , the Central Government hereby publishes the following award of the 
Central Industrial Tribunal, Ahmedabad, in the industrial dispute between the 
Employers in relation to the management of Oil and Natural Gas Commission , 
Navagam Project, Ahmedabad and their workmen , which was received by the 
Central Government on the 21st August, 1971 . 
BEFORE SHRI INDRAJIT G . THAKORE, PRESIDING OFFICER . 

INDUSTRIAL TRIBUNAL , GUJARAT 
REFERENCE ( ITC ) No. 1 OF 1970 

ADJUDICATION 

BETWEEN 
The Oil and Natural Gas Commission , Navagam Project, Ahmedabad . 

AND 
The Oil and Natural Gas Commisgion Employees Mazdoor Sabha, Navagam . 
In the matter of reinstatement of Shri J. $ . Khani. 

AWARD 
This industrial dispute between the employer in relation to the Oll and Natural 
Gas Commission , Navagam Project , Ahmedabad , and their workmen represented 
by the Oil and Natural Gas Commission Employees Mazdoor Sabha Navagam , 
Ahmedabad , has been referred to me for adjudication as Industrial Tribunal under 
sub - section ( 2 ) of Section 10 of the Industrial Disputes Act, 1947 by the Govern 
ment of India , by their Order of the Ministry of Labour , Employment and Rehabi 
litation ( Department of Labour and Employment) No . S . O , dated 9th September , 
1970 , he dispute relates to a single demand which is mentioned in the schedule 
to the said order and is as follows:-- - 
" Whether the removal from services of Shri J. S , Khani, Store-Keeper Grade 

II , Oil and Natural Gas Commission , Navagam Project with effect 
from the 22nd January, 1970 (Afternoon ) is illegal and unjustified ? 
If so , to what relief is the workman entitled ? " 


2 . The parties in this dispute have submitted before me as follows: 
" It is respectfully submitted that the parties do not want to pursue the 

present case further as no dispute whatsover is pending . 
It is , therefore, prayed that the Hon ble Tribunal be pleased to either strike 

off the reference or sanction its withdrawal. 
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In the circumstances mentioned above, the dispute does not survive for adjudi 
cation and the reference stands disposed of. 

(Sd.) INDRAJIT G . THAKORE , 
Presiding Oncer , Industrial Tribunal. 

[No. 7 ( 1) / 70 -LR - IV . ) 


ORDERS 

New Delhi, the 28th June 1971 
S . O . 3235. - YEREAS the Central Gover ment is of opinion that an Industrial dispute 
cxists between the employers in relation to the management of New Tetturya Colliery ofMessrs 
Tontulia Khas Collieries Limited , Post Ome Malkera, District Dhanbad and their workmen 
in respect of the matters specified in the Schedule hereto annexed ; 

AND WHEREAS the CentralGovernment considers it desirable to refer the said disputo 
for adjudication ; 

NOW , THEREFORE, In exercise of the powers conferred by clause ( d ) of sub - section 
( 1 ) of section 10 of the Industrial Disputes Act, 1947 ( 14 of 1947 ), the CentralGovernment hereby 
refers the said dispute for adjudication to the Central Government Industrial Tribunal (No. 1 ), 
Dhanbad , constituted under section 7A of the said Act. 


SCHEDULE 
“ Whether the action of the management of New Tetturya Colliery of Messrs Tentulie 
Khas Collieries Limited , Post Office Malkera , District Dhanbad , in retrenching 299 work 
men noted below ith effect, from the 23rd January , 1971 is justified ? If not, to what 
relief are these workmen entitled ? " 


Sl. No 


Name 


Designation 


Miner 


I Narayanji 
2 Bijay 
3 Muncswar 

Putan Mahto 

Rishi Kamar 
6 Audu Mahato 

I. Kurban Mia 
8 Balkishan 
9 Ramnath Harijan 
IO Degan Singh 
II Miroo Hardjan 
12 Paryag Barhi 

Chaumi Mia 

Shambhoo Mahato 
IS Hauloo Chamar 
16 Nanhoo Mahato 
17 Ulphat Mia 
18 Thari Mia 
19 Lochan 

Samsul Mia 
21 Ranza Mahato 

Changoor 
23 Sabayat Mia 
24 Babuial Maji 
25 Babulal Singh 

Pahal Mia 
27 Latoo Mia 
28 Sahibali Mia 

Guja Mia 

The ur Maji 
31 Rattan D459 
32 Manji Dhobi 
33 Budhan Singh 
34 Gobind 
35 Inder Dey 


ho 


WOOOOOHN 

NNNNNYM 


26 
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Sl. No. 


Natre 


Designation 


Minor 


36 Alizan Mian 
3 - Nunulal Maji 
38 Chandcrm 
39 Angnoo Chamar 
40 Gaffur Mia 
41 B . Alijan Mia 
42 Md. Islam 
43 Dchi Mond al 
44 Jogi Bhar 
45 Jungli 
46 Ch . Giany 

Balkishan 
48 Fulchand 

Cheer a Thakur 
50 Poryag Mahato 
SI Sahdev 
52 I. Suleman Mia 
53 Md. Salim Mia 
54 I . Ghaffur Mia 

Şişty Kamar 
Sudhu Kahar 
Barkoo Maji 
Samra Maji 


49 


LA 


57 


Dey Ra 


69 


60 Girdhari Mahato 

Kumar 

Sri Ram 
63 Suraj Lal Bhuid 

Gutha Maji 
Soyang Maji 
Ghanoo Hazam 

Fngco Mia 
68 Rojhai 

Akloo Maji 
70 Suresh 
71 Dego Mondal 

Dassu Rabidas 
Latoo Mia 

Ramkirit 
75 B . Tehal Mondal 
76 Rajdey 
77 Sukar Mahato 
78 Nazir Mia 
79 Jain al Mia 
80 Bedeshi 
81 Jodha Mahati 
82 Ram Maji 
83 Chalbi 

Somra Maji 

Chunoo Maji 
86 Mehhoob Mia 
87 Sabrati Mia 
88 Ram Sahai Maji 
89 Budhu Mandal 
90 Sabrati Mia 
91 Somar Mandal 
92 Somar Roy 
93 Abadh Ram 
94 Dukhia Maji 
95 Sadhu Maji 
96 Radhay Shayam Mahato 
97 Munshi Mia 
98 Chandan Maji 
99 Babu Ram Maji 
100 Babuwa Maji 
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Sl. No. 


· Name 


Designation 


Minet 


108 Mot 


IOI Tuplal Turi 
IO2 Ram Bali 
103 Mahabir Mia 
104 Rajan Mia 
105 Kaila Mia 
106 Mahadey Turi 
107 Murat 

Moti Mahato 
109 Basati 
I10 Rajpatti 
III Jeon Chamar 
II2 Şco Nath 
113 Aziz Mia 
114 B . Alljen Mia 
Its Juan Mia 
116 Hassani Mia 
117 Lorik 
118 Jattu Maji 
II9 Uzir Mia 
120 Bhero Mia 
121 Nunulal Maji 
122 Jittan Maji 
123 Buttan Maji 
124 Bisoo Maji 
125 Maso Maji 
126 Sukre Maji 
127 Ch . Somra Maji 
128 Jaharali Mia 
129 Chetoo Maji 
130 Pardhan Maji 
131 Şarkar Maji 
132 Haroo Roy 
133 Taloo Roy 
134 Thakur Maji 

Ch , Tehil Mondal 

Ram Prasad Barhi 
137 Babu Ram Maji 
138 Amio Maji 
139 Raban Maji 
140 Logan Maji 
141 Puna Maji 
142 Chuni Maji 
143 Bishan Dhobi 
144 Som Nath 
145 Chauthi Bhar 
146 Mongra Maji 
147 Sahibram Maji 
148 Kutti Maji 
149 Chatka Maji 
150 Rizoo Maji 
15 ! Kanhoo Maji 
152 Jetha Maji 
153 Juthu Maji 
154 Ch . Naika Maji 

Babulal Maji 

Lakhiram Maji 
157 Lorik 
158 Raja 
159 Safi Hussain 
160 Alauddin Mia 
161 Sukhul Maji 

Ram Chander 
163 Siroo Maji 
764 I Sikar Maji 
165 II Sikar Maji 
166 Rambali 


136 


Ĝ .P. 


Miner 


TO 


G .P 
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m . No. 


Name 


Designation 


Miner 


G .PL. 


Miner 


G .P? 


5 


Miner 


U /G , Trammer 


167 Nuna Maji 
168 Babu Ram Maji 
169 Sujan Maji 
170 Pachoo Maji 
171 Sukra Maji 
172 Tula Maji 
173 Lothu Maji 
174 Doman Maji 
175 Chujka Maji 

Dasrath Mali 
177 Doba 
178 Shco Nath 
179 Musaic 
180 Ram Nath 
181 Ram Lal 
182 Ibrahim 
183 Chokat 
184 Fatic 
185 Balkaran 
186 Sitta Ram Maji 
187 Ch , Kishan Maji 
188 Kisma ali 
189 Yang Bahadur 
190 Jagdish 
19t Brij Lal 
192 Sibmangal 
193 Hemraj 
194 Nunoo Kumhar 
195 Kheman Kumhar 
196 Birjoo Bhuia 
197 Balmukand 
198 Dukhi Bhula 
199 Janki Bhua 
200 Parsadi Bhuia 
201 Raja Ram 
202 Baldev Bhuia 
203 Kameshwar Bhuia 
204 Nanhoo Mia 
205 B . Kishan 
06 Sukhlal Bhuia 
207 Bharath Bhuia 
208 Kaleshwar Dass 

Banshi Bhuia 
210 Rangila Mahaço 
21 . Budhan Dhibi 
212 Ram Brich Bhuia 
213 Ram Khilawan 

Balgobind 
215 Banwary Bhuia 
216 Nan oo Bhuia 
217 Saudi Bhuia 
218 Indrasan 
219 Bipan Bhuia 
220 Bandi Dusad 
221 Harihar Bhuia 
122 Dhania Bhuia 
223 Uma Bhuia 
224 Ch . Baldev Bhula 
225 Baldev Bhuja 
226 Ringa Bhuia 
227 Biswanath Dusadh 
228 Jhari Dhobi 
229 Ganori Bhuia 
230 Kaleswar Dusadh 
231 Şugan Bhuia 
232 Rambali 
233 Musafir Dusadh 


Surf . Trmamer 


U / G , Trammer 
Surf . Trammer 


ZO 


214 


U / . Trammer 
Surf. Trammer 
U /G . Trammer 
S . Trummer 


U / Ğ . Trammer 
s . Trammer 


UIG . Trammer 
S . Trammer 


U / G . Trammer 
S . Trammer 
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81. No. 


Namc 


Designation 


S . Tiammer 
U /G . Trammer 
s. Trammer 
U / G . Trammer 
S . Trammer 


238 


245 


UẢ. Trammer 
s . Trammer 


U /G . Trammer 


s . Traminer 
U / G . Trammer 


267 


Mistry 


234 Mongal Bhuja 
235 Lottan Ahir 
236 Kishan Bhuja 
237 Mutra Bhula 

Bhola Mahto 
239 Gokhul Bhuia 
240 Kera Harijan 
241 Banshi Singh 
242 Raghupat 
243 

Sita Ram Bhar 
244 Prabhoo Bhuis 

Rampat Rabidas 
246 Fullaya 
247 Kishan Bhuia 
248 Dayal Bhula 
249 Negroo 
250 Munarik Mahato 
25 . Sankha Bahadur 
252 Lalmoni Ahir 
253 Sitwa Bhuia 
254 Mongar Bhy . 
255 Munshi Buig 
256 Faguya uhuia 
257 Lakha , Singh 
258 Jamı. na Bhuia 
259 Cb Karoo 
260 Pimli 
261 Ram Birch 

Thakur Pasi 
2 , 3 

Sathi Ram 
264 Ram Dey 
265 Khelu Mahato 
266 Dukhan Hazam 
267 Halas Barh 
268 Alahi Mia 
269 Ch . Bharath 
37o KameswBT Sao 
271 Augesta Pandey 
272 Lachhmi Nath Pandey 
273 Shankar Maji 
274 Chamoo Rajwar 
275 Pritam Singh 
276 Bhath Roy 

Lekn Lai Jogai 

Kishori Mistry 
- 279 Wabia Mian 
780 Kuleswar Bouri 
281 Kasim Mia 
282 Hari Pada 
283 Tulsi Bashi 
284 Pachja Ganjoo 
285 Sardha Ahir 
286 Ram Prasad 

Elahi Mian 
288 Mohanlal 
289 Hari Bhuia 
290 Banshi Barhi 
291 Gangadhar 
292 Arbind Biswas 
293 Lakhan Lal 
294 Pardeep Chakraborty 
295 Santosh 
296 Jagu 
297 Shyam Sunder 
998 Rajinder Sharma 
299 D . N . Pandey 


3 ) 


Line Mazdoor 


Pump Khalasi 


- 278 Kabar 


F . R . Mazdoor 
Dusting Maz . 
H , Khalaşı 


» 


287 


Onsetter 
Banksman 
Mech , Fitter 
Body Searcher 
S. L . Mazdoor 


22 


Survey Mazdoor 
Tub -Rep . Mistry 
Tub - Rep . Mazdoor 
Attendance Clerk 


[ No. L /2012 /58 /71-LR . II] 
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मादेश 


नई दिल्ली , 28 जूम 1971 


का० मा० 3286. - ~- पत : केन्द्रीय सरकार की राय है कि इससे उपाबद्ध अनुसूची में 
विनिर्दिष्ट विषयों के बारे में मेसर्स टैनटुलिया खास कतलोयरीस लिमिटेड, डाकघर मालकेरा , जिला 
धनवाद की न्यू टेटूलिया कोलयिरी के प्रबन्ध से सम्बस नियोजकों और उनके कर्मकारों के बीच एक 
प्रौद्योगिक विवाद विद्यमान है ; 

पौर यतः केन्द्रीय सरकार उक्त विवाद को न्यायनिर्णनयन के लिए निर्देशित करना वांछनीय 
समझती है ; 

प्रतः , प्रब , प्रौद्योगिक विवाद अधिनियम, 1947 ( 1947का 14 ( की धारा 10 की 
उपधारा ( 1 ) के खण्ड ( घ ) द्वारा प्रदत्त शक्तियों का प्रयोग करते हुए , केन्द्रीय सरकार एतदद्वारा 
उक्त विवाद को उक्त प्रधिनियम की धारा 7 - के मधीन गठिस केन्द्रीय सरकार प्रौद्योगिक 
प्राधिकरण ( संस्था 1 ) धनबाद को न्यायनिर्णयन के लिए निर्देशित करती है । 


अनुसूची 


" क्या मैसर्स टेनदुलिया खास कोलयिरीस् लिमिटेड साकषर मालकेरा, जिला धनबाद 

की न्यू टेट्टरिया कोलीयरी के प्रमन्ष मण्डल की निम्नलिखित 299 कर्मकारों की 
23 जनवरी , 1971 से छटमी करने की कार्यवाही न्यायोचित है ? यदि नहीं , 
तो ये कर्मकार किस मनुतोष के हकदार है । " 


क्रम संख्या 


नाम 


पदनाम 


खनिक 


1 नारायणजी 
2 बिजय 
3 मुनेस्वर 
4 पुतन माहतो 
5 ऋषि कुमार 
6 औदु महातो 
7 प्राइ० कुरबान मिया 
8 बालकिशन 
9 रामनाथ हरिजन 
10 देगन सिंह 
11 मिरु हरिजन 
12 परयागज बरही 
13 चामुई मिया 
14 शम्भू महातो 
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क्रम संख्या 


नाम 


पदनाम 


16 हाउलू चमार 
16 नन्हू महातो 
17 उल्फत मिया 
18 मारी मिया 
19 लोचन 
20 समसुल मिया 
21 रामा महतो 
22 जनगूर 
23 सबायत मिया 
24 बाबुलाल माजी 
25 बाबुलाल सिंह 
26 पाहाल मिया 
27 लाटू मियां 
28 साहिब अली मिया 
29 गुजा मिया 
30 ठाकुर माजी 
31 रतन दास 
32 भानजी धोबी 
33 बुधन सिंह 
34 गोबिन्द 
35 इन्द्र देव 
36 अलीजान मियो 
37 नुनुलाल माजी 
38 चन्द्रमा 
39 मगन चमार 
40 गफूर मिया 
41 बी० प्रलीजान मियां 
42 मुहम्मद इस्लाम 
43 देही मोनडल 
44 जोगी मार 
45 जुगेली 
46 च . ज्ञानी 
47 बाल किशन 
48 फुल चन्द्र 
49 चीरा ठाकुर 
50 परयाग महातो 
51 सहदेव 
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क्रम संख्या 


पदनाम 


52 प्राई० सुलेमान मियां 
53 मुहम्मद सलीम मियां 
54 आई गफ्फूर मियां 
55 सिस्ती कधार 
56 सुधु कहार 
57 बरफ माजी 
58 समरा माजी 
59 देव राण 
60 गिरधारी महातो 
61 कुमार " 

श्रीराम 
63 सूरज लाल भुइमा 
64 गुरहा माजी 
65 सोयगि माजी 
66 धानू हजाम 
67 फागू मियां 
68 रेझाई 
69 अकलू माजी 
70 सुरेश 
71 देगो मोमडल 
72 दासु रबीवास 
73 लाटू मियां 
74 राम किरित 
75 बी . टेहल मोनडल 
76 राजदेव 
77 सुकार महातो 
78 नजीर मियां 
79 जनल मियां 
80 बदेशी 
81 जोधा महाती 
82 राम माजी 
83 चालबी 
84 सोमरा माजी 
85 घन माजी 
86 महबूब मियां 
87 सबराती मियां 
88 राम सहाय माजी 
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क्रम संख्या 


नाम 


. पदनाम 


खनिक 


89 बुलू मण्डल 
90 सबराती मियां 
91 सोमर मण्डल 
92 सोमर राय 
93 प्रबध राय 
94 दुखिया माजी 
95 साधु माजी 
96 राधेश्याम महातो 
97 मुनशी मियां 
98 चंदन माजी 
99 बाबू राम माजी 
100 बाबूवा माजी 
101 टुपलाल टुरी 
102 राम बली 
103 महावीर मिया 
104 राजन मियां 
105 केला मियां 
106 महादेव टुरी 
107 मूरत 
108 मोती महातो 
109 बरसाती 
110 राजपत्ती 
111 ज्योन चमार 
112 स्थो नाथ 
113 अजीज मियां 
114 बी० प्रलीजान मियां 
115 जुमन मियां 
116 हससानी मियां 
117 लोरिक 
118 जट्ट , माजी 
119 उजीर मियां 
120 भेरो मियां 
121 सुनुलाल माजी 
122 जिट्टन माजी 
123 बुट्टन माजी 
124 बिनु माजी 
125 मास . माजी 
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क्रम संख्या 


नाम 


पदनाम 


खनिक 


126 सुकरामाजी 
127 च . सोमरा माजी 
128 जाहरली मियां 
129 चेतू माजी 
130 परधान माजी 
131 सरकार माजी 
132 हारू राय 
133 टालू राय 
134 ठाकुर माजी 
135 च० तेहि न मोनडेल 
136 राम प्रसाद बरही 
137 बाबू राम माजी 
138 प्रनीग्रो माजी 
139 रबन माजी 
140 लोमान माजी 
141 पूर्गा माजी 
142 चुती माजी 
143 बिशन धोषी 
144 सोम नाथ 
145 चौयी भार 
146 मोगरा माजी 
147 साहिब राम माजी 
148 कुही .माजी 
149 चटका माजी 
150 रोजू माजी 
151 कान्ह माजी 
152 जेठा माजी 
153 जुशु माजी 
154 च० नयिका माजी 
155 बाबू लाल माजी 
156 लखी राम माजी 
157 लोरिक 
158 राजा 
159 सकी हुसैन 
160 अलाउद्दीन मियां 
161 सूखाल माजी 
162 राजचन्द्र 


जी० पी० 


खनिक 


74 
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क्रम संख्या 


नाम 


पदनाम 


- - - - 


- - - 


- - 


- - 


- - 


- - - - - - - 


- - 


- - - - - - - - -- - - - -- 


खनिक 


जी० पी० 
खनिक 


जी० पी० एल० 


163 सिरू माजी 
164 - 1 सीकर माजी 
165- 2 सीकर माजी 
166 राम अली 
167 नूना माजी 
168 बाबू राम माजी 
169 सुजाल माजी 
170 पावू माजी 
171 सुकरा माजी 
172 तुला माजी 
173 लोथु माजी 
174 डोमन माजी 
175 चुरका माजी 
176 दसरथ माजी 
177 देवा 
178 सियो नाथ 
179 मुजेक 
180 रामनाथ 
181 राम लाल 
182 इमाहिम 
183 चोकट 
184 फेटी 
185 बालकरन 
186 सित्ता राम माजी 
187 च० किशन माजी 
188 किस्मत अली 
189 यंग बहादुर 
190 जगदीश 
191 बज लाल 
192 सिब मंगल 
193 हेमराज 
194 गुन्नू कुम्हार 
195 खेमन कुम्हार 
196 बिरजू भुइया 
197 बालमुकन्द 
198 दु: खी भुइया 
199 जानकी भुइया 
200 परसादी भुइया 


जी० पी० एल० 


खनिक 


जी० पी० 


खनिक 


यू० जी० ट्रेमर 


सर्फ० ट्रेमर 
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क्रम सख्या 


ताम 


पदनाम 


सर्फ ट्रेमर 


यू० जी० ट्रमर 
सर्फ० ट्रेमर . 


यू० जी० ट्रेमर 


सर्फ० ट्रेमर 
यू० जी० देमर 
एस० ट्रैमर 


201 राजाराम 
202 बलदेव भुइया 
203 कामेश्वर भुइया 
204 नन्हू मियां 
205 बी० किशन 
206 सुखलाल भुइया 
207 भारथ भुइया 
208 कालेश्वर दास 
209 बंशी भुइया 
21 ) रंगीला महातो 
211 बुदन दिमी 
212 राम ब्रिज भुइया 
213 राम खिलावन 
214 बालगोबिन्द 
215 बनवारी भुइया 
2 16 ननकू भुइया 
217 सौदी भुइया 
218 इन्द्रासन 
2 19 बिपन भुइया 
220 बंदी दुसद 
221 हरिहर भुइया 
222 धनिया भुइया 
2 23 उमा भुइया 
224 चौ० बलदेव भइया 
225 बलदेव भुझ्या 
226 रिंगा भुइया 
227 बिसवानाय दुसाध 
228 झारी धोबी 
229 गनोरी भुइया 
230 कलेश्जर दुसाध 
231 सुगन भुया 
232 रामबली 
233 मुसाफिर दुसाध 
234 मांगाल भइया 
235 लोट्टन अहीर 
236 किशन या 
237 मुतरा भुइया 
238 भोला माहती 


यू० जी० ट्रेमर 


एस० ट्रेमर 


यू० जी० ट्रेमर 
एस० ट्रेमर 


यू० जी० ट्रेमर 
एस . ट्रेमर 


यू० जी० ट्रेमर 


एस० ट्रेमर 
यू० जी० ट्रेमर 
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क्रम सख्या 


ताम 


पदनाम 


-- - - - - - - - - -- -- -- -- - --- - - 


- - - - - - 


- - - - 


- -- 


(HK 


य० जी० ट्रेमर 
यू० जी० ट्रेमर 
एम० ट्रेमर 


एम० ट्रैमर 


यू० 


जी० देमर 


एम० ट्रमर 
य० जी० ट्रैमर 


239 गाखुल भुइया 
240 केरा हरिजन 
241 बशी सिह 
242 रघुपत 
243 सोता राम भाद 
244 प्रम भुदया 
245 रामपत रब्रोदास 
246 फुलाया 
247 किशन भुइया 
248 दयाल भुश्या 
249 नैगरू 
250 मुनारिक महाता 
251 सखा बहादुर 
252 लालमोनी अहीर 
253 मितवा भुइया 
254 मोन्ग र भुइमा 
255 मुशी भुइमा 
256 फगया भुइया 
257 लखन सिंह 
258 जमुना भुइया 
259 १० कारू 
260 बिमली 
26 ] राम बिर्च 
262 ठाकुर पासो 
263 साथी राम 
264 राम देव 
265 खेल माहानी 
266 दुखर हजाम 
267 हलास बरही 
268 प्रलाही भिषा 
269 १० भारथ 
270 कामेश् र सानो 
271 पागेस्ता पाडे 
272 लछमी नाथ पाई 
273 शकर माजी 
274 चा राजवर 
275 प्रीतम सिह 


टी० मिस्त्री 


लाईन मजदूर 


पम्प खलासी . 
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क्रम संख्या 


नाम 


पदनाम 


पम्प खलासी 
एफ० पार मजदूर 
डस्टिग मजदूर 


एच० खलासी 


एच० खलासी 
पान सेटर 
बक्समैन 
मैकेनिकल फिटर 


276 भाथ राय 
277 लेख लाल गोसाई 
278 किशोरी मिस्त्री 
279 हबीब मिया 
280 कुलेस्वर बौरी 
28 1 कासम मियां 
282 हरि पादा 
283 तुलसी बरही 
28 4 पचिया गंज 
28 5 सरधा अहीर 
286 राम प्रसाद 
287 इलाही मियां 
288 मोहन लाल 
289 हरि भुइयां 
290 बैशी बरही 
291 गंगाधर 
292 प्रबिंद बिस्वास 
293 लखन लाल 
294 परदीप चक्रवर्ती 
295 संतोष 
296 जागु 
297 श्याम सुन्दर 
298 राजिन्द्र शम 
299 डी० एन० पांडे 


बाडो सर्चर 


एस० एल० मजदूर 


सर्वे मजदूर 


" 


टब-रिप० मिस्त्री 
टब -रिप० मजदूर 
उपस्थिति लिपिक 


[ सं० एल० / 2012/ 58/ 71 -एल० पार०- 2] 

New Delhi, the 28th July 1971 
S . O , 3287 . -- Whereas the Central Government is of opinion that an industrial 
dispute exists between the employers in relation to the management of Badjna 
Colliery of Messrs Oriental Coal Company Limited , Post Office Nirsachætti, Dis 
trict Dhanbad , and their workmen in respect of the matters specified in the 
Schedule hereto annexed ; 

And whereas, the Central Government considers it desirable to refer the said 
dispute for adjudication ; 

Now , therefore , in exercise of the powers conferred by clause ( d ) of sub 
section ( 1 ) of section 10 of the Industrial Disputes Act , 1947 ( 14 of 1947) , the 
Central Government hereby refers the said dispute for adjudication to the Cen 
tral Government Industrial Tribunal (No. 1 ) , Dhanbad , constituted under section 
"7A of the said Act . 

SCHEDULE 
" Whether the action of the management of Badjna Colliery of Messrg 

Oriental Coal Company Limited , Post Omce Nirgachatti, District 
Dhanbad , in stopping Shri D . D . Mukherjee , Mining Sirdar from 
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work with effect from the 26th March , 1971 18 justified ? If not, to : 
what relief is the workman entitled ? " 

. [ No. L / 2012 / 105 / 71 -LRII.] 


नई दिल्ली , 26 जलाई, 1971 
का०मा० 3287. - - यत : केन्द्रीय सरकार की राय है कि इससे ज्पाबद्ध अन सूली मे विनिर्दिष्ट . 
विषयों के बारे में मैसर्स प्रारियंटल कोल कम्पनी लिमिटेड , डाकघर नचिट्टी, जिला धनबाद की बाद 
जना कोलियरी के प्रबन्ध से सम्बद्ध नियोजकों और उनके कर्मकारों के बीच एक प्रौद्योगिक विवाद 
विसमान है ; 


और यतः केन्द्रीय सरकार उक्त विवाद को न्यायनिर्णयन के लिए निर्देशित करना वांछनीय 
समझती है ; 


अतः , अब , औद्योगिक विवाद अधिनियम , 1947 ( 1947 का 14 ) की धारा 10 की उप - . 
धारा ( 1 ) के खण्ड ( घ ) द्वारा प्रदत्त शक्तियों का प्रयोग करते हुए, केन्द्रीय सरकार एतदद्वारा उक्त 
विवाद को उक्त अधिनियम की धारा 7 क के अधीन गठित केन्द्रीय सरकार प्रौद्योगिक प्रधिकरण 
( सख्या 1 ) धनबाद को न्यायनिर्णयन के लिए निर्देशित करती है । 


अनसूली 


" क्या मैसर्स मोरियंटल कोल कम्पनी लिमिटेड , डाफघरनिधिट्टी, जिला धनबाद के प्रबन्धन 
मण्डल की श्री डी० डी० मखर्जी, खनन सिरदार को 26 मार्च, 1971 से काम से रोकने की 
कार्यवाही न्यायोचित है ? यदि नहीं, तो कर्मकार किस अनुतोष का हकदार है ? " 

[ स० एल० 2012/ 105/ 71-एल० प्रार० 2] . 


New Delhi , the 28th July 1971 


S . O . 3288 .. Whereas the Central Government is of opinion that an industrial 
dispute exists between the employers in relation to the management of Sendra 
Bansjora Colliery of Messrg The Sendra Bansjora Colliery Company Private 
Limited , Post Office Jharia , District Dhanbad , and their workmen in respect of 
the matters specified in the Schedule hereto annexed ; 


And whereas the Central Government considers It desirable to refer the said 
dispute for adjudication ; 


Now , therefore , in exercise of the powers conferred by clause ( d ) of sub 
Section ( 1 ) of section 10 of the Industrial Disputes Act , 1947 ( 14 of 1947 ) , the . . 
Central Government hereby refers the said dispute for adjudication to the Cen . 
tral Government Industrial Tribunal (No. 1 ) , Dhanbad , constituted under section 
7A of the said Act . 


SCHEDULE 
" Whether the action of the management of Sendra Bansjora Colliery of 

Messrs The Sondra - Bansjora Colllery Company Private Limited , 
Post Office Jharia , District Dhanbad , in suspending from duty and 
stopping from work of Shri Raso Bauri, Miner from 11th January , 
1971 to 28th January, 1971 and 6th March , 1971 respectively and 
subsequently dismissing him with effect from 19th April, 1971 18 
justificd ? If not, to what relief is the workman entitlcd ?" 

[ No . L - 2012/ 104 / 71 - LR. II .] 
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वि५ 


नई दिल्ली , 28 जुलाई, 1971 
का०मा० 3288 . - यतः केन्द्रीय सरकार की राय है कि इससे उपाबद्ध अनसूची में विनिर्दिष्ट 
विषयों के बारे में मैसर्स दी सेनडरा बांसजोरा कोलियरी कम्पनी प्राइवेट लिमिटेड , डाकपर झरिया, 
जिला धनबाद की सेनडरा बांसजोरा कोलियरी के प्रबन्धसत्र से सम्बद्ध नियोजकों और उनके कर्मकारों 
के बीच एक प्रौद्योगिक विवाद विद्यमान है ; 

और यतः केन्द्रीय सरकार उक्त विवाद को न्यायनिर्णयन के लिए निर्देशित करना वांछनीय 
समझती है ; 

अत : अब , प्रौद्योगिक विवाद अधिनियम , 1947 ( 1947 का 14 ) की धारा 10 की उप 
धारा ( 1 ) के खण्ड ( घ ) द्वारा प्रदत्त शक्तियों का प्रयोग करते हुए , केन्द्रीय सरकार एसद्वारा उक्त 
विवाद को उक्त अधिनियम की धारा 7 - क के अधीन गठित केन्द्रीय सरकार प्रौद्योगिक अधिकरण 
( सं० 1 ) , धनबाद को न्यायनिर्णयन के लिए निर्देशित करती है । 


अनुसूची 
क्या मैसर्स दी सेनडरा - बांसजोरा कोलियरी कम्पनी प्राइवेट लिमिटेड , डाफचर सरिया , 
जिला धनबाद की सेनडरा बांसमोरा कोलियरी के प्रबंधमंडल की श्री रासो बाऊरी, खनिक , 
को क्रमशः 11जनवरी, 1971 से 28 जनवरी, 1971 तक सेवा से निलम्बित करने और 6 
मार्च, 1971 को काम से रोकने और बाद में उन्हें 19 अप्रैल , 1971 पदच्यत करने की 
कार्यवाही न्यायोचित है ? यदि नहों तो कर्मकार किस अनतोष का हकदार है । 


[ २० एल०- 2012/ 104 / 71 -एल० प्रार० 2 ] 


New Delhi , the 4th August 1971 
S . O . 3289. - Whereas an industrial dispute exists between the employers in rela 
Hon to the management of Rajasthan Atomic Power Project, Post Once Anushakti, 
Via Kota and their workmen represented by Rajasthan Anushakti Pariyojna Karam 
chari Sangh , Rawatbhata , Kota . 


And whereas the said employers and their workmen have hy a written agree 
ment, in pursuance of the provisions of sub - section ( 1 ) of section 10A of the Indus 
trial Disputes Act, 1947 ( 14 of 1947) , referred the said dispute to arbitration by the 
person specified therein , and a copy of the said arbitration agreement has been 
forwarded to the Central Government. 


Now , thercfore , in pursuance of the provisions of sub - section ( 3 ) of section 10A 
of the Industrial Disputes Act, 1947 ( 14 of 1947), the Central Government hereby 
: publishes the said Arbitration agreement which was received by it on the 7th 
August , 1971 . 


Agreement 
(Under Section 10 - A of the Industrial Disputes Act , 1947) 

BETWEEN 
Name of Parties : 
1 . Representing einployers - ( a ) Shri F , S . Manay, Chief Administrative 

Officer , Rajasthan Atomic Power Project, P . O . Anushakti Via Kota . 
(b ) Shri O . P . Saksena , Industrlal Relations Officer , Rajasthan Atomic Power 

Project, P . O . Anushakti via Kota . 
2 . Representing workmen - Shri A . H . Khan President Shri H . N . Sharma, 

Genl. Secrettary , Shri P . Narayanan Executive Committee Member , 
Rajasthan Anushakti Pariyojna Karamchari Sangh , Rawatbhata, Kota . 
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It is hereby agreed between the parties to refer the following Industrial dispute 
to the arbitration of Shri O . Venkatachalam , Chief Labour Commissioner (Central), 
New Delhi, [here specify the name( s ) and address (es ) of the arbitrator ( s ) ] . 


(1) Specific matters in dispute. - Ag per annexure A . 


( 11) Details of the parties to the dispute including the name and address of 

the establishment or undertaking involved . - Employers in relation to 
Rajasthan Atomic Power Project , P . O . Anushakti Via Kota and their 
workmen represented by Rajasthan Anushakti Pariyojna Karamchari 
Sangh , Rawalbhatta . 


( iii) Name of the Union , if any , representing the workinen in question . --- 

Rajasthan Anushakti Parlyojna Karamchari Sangh , Rawatbhatta . 


(iv ) Total number of workmen employed in the undertaking affected . — 3,000 

approximately . 


(V ) Estimated number of workmen affected or likely to be affected by the 

dispute . - 3 ,000 approximately . 


The arbitrator shall make his award within a period of two inonths or within 
such further time as is extended by mutual agreement between us in writing . In 
case the award is not made within the period aforementioned , the reference to 
arbitration shall stand automatically cancelled and we shall be free to negotiate 
for fresh arbitration . 


Representing employers . 

( a ) (Sd.) F . S . MANAY . 

( b ) (Sd .) O . P . SAKSENA. 
Representing workmen . 

( Sd .) A , H . KHAN . 
(Sd.) H . N . SHARMA, 

( Sd .) A NARAYANAN . 
Dated New Delhi, 
4th August, 1971, 
Witnesses : 

( 1 ) (Sd .) ILLEGIBLE . 
( 2 ) ( Sd .) N . LAKSIMANAN . 


Annexure A to the Arbitration Agreement dated 4th August, 1971 


1 . Whether the employees of RAPP , P . O . Anushakti, Via Kota residing in hut 
ments provided by the Project are entitled to the facility of fans without any 
increase in thc exigting rate of rent and whether provision of a fan in hutments 
( C - 6 type Quarters ) is feasible ? If not, whether any steps are to be taken for 
providing ceiling fans ? 


2 . " The demand of the Sangh is that the cases Aled by the Department against 
the office -bearers of the Sangh in the Court of Munsif Magistrate , Begun , should be 
withdrawn . The Management contends that these have not been fled by the De 
partment and that these are police cases The Sangh states that these were lodged 
by the Departmental officials at the instance of the Department. This is denied by 
the Management" . What is the correct position and what should be done ? 


3 . Whether the demand of the Sangh for its representation on the RAPP School 
management, Hospital management, Selection and Screening Committees is justi 
fled ? If so , how It should be represented ? 


4 . Whether the employers in relation to RAPP , P . O . Anushakti, Vic Kota are 
Justified in charging electric meter rent from their employees ? If not, are the 
workmen entitled to any relief in this behalf ? 


4656 THE GAZETTE OF INDIA : SEPTEMBER 4, 1971 / BHADRA 13 , 1893 [ PART II . 


5 . Whether the workmen of R . A , P . P . P . O . Anushakil, Via Kota are entitled to 
any wages for the period of strike from 26th June, 1971 to 11th July , 1971 ? If not , 
are they entitled to any other relief ? 


Representing Management 

Representing Worknien 
For Rajasthan Atomic Power Project Kota . For Rajasthan Anushakti Parlyojna 

Karamchari Sangh , Kota . 
( Sd.) F , S . MANAV , 
Chlef Administrative Oncer , 

(Sd .) H , N . SHARMA, 
( Sd. ) O . P . SAKSENA , 

General Secretary . 
Industrial Relations Officer. 

( Sd. ) R. NARAYANAN, 


New Delhi, 
Dated 4th August, 1971, 


Executive Member. 

( Sd.) A. H . KHAN, 
President . 


[ No. L - 29011 / 27 / 71 - LR- IV . ] 


मावेश 


नई दिल्ली , 4 अगस्त , 1971 


का०मा० 3289 - प्रतः राजस्थान एटामिक पावर प्रोजेक्ट , डाकघर अणुशक्ति , 
बरास्ता कोटा के प्रबन्ध मण्डल में सम्बद्ध नियोजकों और उनके कर्मकारों के बीच जिनका प्रति 
ििधत्य राजस्थान अणुशक्ति परियोजना कर्मचारी संघ, रावत भाटा, करती है, एक प्रौद्योगिक 
विवाद विद्यमान है ; 


और यतः उक्त नियोजकों और कर्मकारों ने औद्योगिक विवाद अधिनियम , 1947 ( 1947 का 
14 ) की धारा 10क की उपधारा ( 1 ) के उपबन्धों के अनुसरण में एक लिखित करार द्वारा उक्त 
विवाद को उसमें वणित व्यक्ति के माध्यम के लिए निदेशित करने का करार करलिया है और 
उक्त माध्यस्थम करार की एक प्रति केन्द्रीय सरकार को भेजी गई है । 


अत : , अब, औद्योगिक विवाद अधिनियम , 1947 ( 1947 का 1 4 ) की धारा 10- क की 
उपधारा ( 3 ) के उपबन्धों ; अनुसरण में , अ.न्द्रीय सरकार उक्त माध्यस्थ्ग वाशर को , जो उसे 
7 अगस्त, 1971 को मिना था , एतद्द्वारा प्रकाशित करती है । 
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( प्रौद्योगि 


बवाद अधिनियम , 1947 की धारा 1C - 1, के अधीन ) 


पक्षकारों के नाम 


नियोजकों का प्रतिनिधित्व करन वाले 


1 . श्री रफ० एस० म. नव , मुख्य प्रशासनिक 
अधिकारी , 
राजस्थान एटॉमिक पावर , प्रोजेक्ट , डाकघर 
अणुशक्ति , बरास्ता कोटा । 


2. श्री ओ० पी० सक्सना 
प्रौद्योगिक सम्पर्क अधिकारी , 
राजस्थान एटोमिक पावर प्रोजेक्ट , 
डाकघर अणुशक्ति , बरास्ता , कोटा । 


कर्पकारों का प्रतिनिधित्व करने वाल 


श्री ए० एच० खान , प्रधान , राजस्थान प्रणु 
श्री एच० एन० शर्मा,महासचिव । शक्ति परियोजना 
श्री० पी० नारायणन , सदस्य कर्मचारी संघ , 
कार्यकारी समिति 

रावतभाटा कोटा 


पत्रकारों के बीच निम्नलिखित प्रौद्योगिक विवाद को श्री प्रो० वेंकटाचलम , मुख्य श्रमायुक्त 
( केन्द्रीय ), नई दिल्ली के माध्यस्थम् के लिए निद शित करने का करार किया गया है । 


अनुबन्ध क में दिए अनुसार । 


( 1 ) विनिर्दिष्ट विवाद ग्रस्त 

विषय : 


( 2 ) विवाद के पक्षकारों का विवरण, जिसमें 
अंतंबलित स्थापन का उपक्रम का नाम 
और पता भी सम्मिलित है । 


राजस्थान एटोमिक पावर, प्रोजेक्ट , उ. कघर 
प्रणशक्ति , बरास्ता कोटा के प्रबध-मण्डल 
से सम्बद्ध नियोजक और उनके कर्मकार 
जिनका प्रतिनिधित्व राजस्थान अणशवित 
परियोजना कर्मचारी संघ , रावत -भट्टाकरता 


( 3 ) यदि कोई संघ प्रश्नगत कर्मकारों का प्रति - 
निधित्व करता हो तो उसका नाम 


राजस्थान अणुशषित परियोजना कर्मचारी 
___ संघ , रावत भट्टा । 


लगभग 3000 


( 4 ) प्रभावित उपबंध में नियोजित कर्मकारों की 
कुल संख्या 


लगभग 3000 


( 5 ) विवाद बारा प्रभावित या सम्भाव्यत : 
होने वाले कर्मकारों की प्रायकलित संख्या 
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मध्यस्थ अपनापंचाट दो मास की कालावधि या इतने और समय के भीतर जो हमारे बीच 
पारस्परिक लिखित तकरार द्वारा बढ़ाया जाय , देगा । यदि पूर्व गणित फालावधि के भीतरपंचाट नहीं 
दिया जाता तो माध्यस्थम के लिए निदेश स्वतः रदद हो जायगा और हम नएमास्थान के लिए 
बातचीत करने को स्वतंत्र होगे । 


पक्षकारों के हस्ताक्षर 


नियोजकों का प्रतिनिधित्व करने वाले 


कर्मकारों का प्रतिनिधित्व करने वाले 


( क ) ह०/ - एफ० एस० मानव 
( ख ) ह० / - प्रो० पी० सक्सेना 


ह०/ - ए० एच० खान 
ह०/ - एच० एन० शर्मा 
ह०/ - पी० नारायाणनी 


साक्षी 


1. ह०/ - अस्पष्ट 
2. ह० /-- एन० लक्ष्मणन 


तारीख : नई दिल्ली , 4 अगस्त , 1971 


4 अगस्त , 1971 के माध्यस्थम् करार का अनुबन्ध ( क ) 


1. क्या परियोजना द्वारा दिये गए अस्थायी मकानों में रह रहे आर० ए० पी० पी० , डाकघर 
अणुशक्ति , बरास्ता कोटा के कर्मचारी वर्तमान मकान किराये में बिना वृद्धि किए पंखों को सुविधा के 
हकदार हैं और क्या अस्थायो मकानों ( सी - 6 टाईप क्वार्टरों ) में पंखों की व्यवस्था व्यवहार्य है ? यदि 
नहीं तो क्या छन के पंखों की व्यवस्था करने हेतु कोई कार्यवाही की जानी है ? 


2. "संघ की मांग है कि विभाग द्वारा संबके पद- धारियों के विरुद्ध मुसिफ 
न्यायाधीश, बेगन के न्यायालय में दायर किये गए मामले वापस ले लिए जाए । 
प्रबन्धन का तर्क यह है कि ये माम ने विभाग द्वारा दायर नहीं किए गए, बल्कि ये 
पुलिस मामले हैं । संघ का कहना है कि वे विभाग की प्रेरणा से विभाग अधिकारियों 
द्वारा दायर किये गये थे । प्रबन्धमण्डल इस बात को अस्वीकार करता है । " 


ठोक स्थिति क्या है और क्या किया जाना चाहिए ? 


3. सास को उजर TO मो००विद्यालय प्रबन्धमण्डल , अस्मत 1 प्रबन्धम ण्डल 
और चन प्रोरापनोंमें ननिधिःच दे । को नाममा । है ? यदि हां , तो 
उसका प्रतिनिधित्र किस प्रकार किया जाना चाहिए ? 


4 . क्या प्रार० ए० पी० पी० , डाकघर अणुशक्ति , बरास्ता कोटा से सम्बन्ध दियो 
जकों का अपने कर्मचारियों से बिजली के मीटर का किराया लेना न्यायोचित है ? यदि 
महीं , तो क्या इस सम्बन्ध में कर्मकार किसी अनुतोष के हकदार हैं ? 
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5 क्या प्रा०ए०मी००, डाकबर अगुशक्ति ,बरास्ता कोदा, कर्पकार 26 जून 1971 
से 11 अन 1971 तक हड़ताल की प्रधि के लिए किमी मजदूरी के हकदार है ? यदि नही , 
क्यामिसी अन्य अनुतोष के हकदार है ? 


प्रबन्धनडल का प्रतिनिधित्व करने वाले 


कर्मकारों का प्रतिनिधित्व करने वाले 


कुने - गजस्थान एटामिक पावर प्रॉजेक्ट , 
कोटा 


कृते राजस्थान अणु किन पारयोना कथा 
संत्र, कोटा 


ह० / - एक ० एस० मानव , 
मुख्य प्रशासनिक अधिकारी 


ह०/ -- एच० एन० शर्मा, 

महा सचिव 


ह० / -- प्रो० पी० सक्सेना , 
औद्योयोगिक संपर्क अधिकारी 


ह० / - पी० नरायणन , 

कार्यकारी सदस्य 
ह० / - ए० एच० खान , 

प्रधान 


[ सं० एल० 229011/ 27/ 71/एल० प्रार0 - 4] 


CORRIGENDUM 


New Delhi , the 5th July 1971 


S . O . 3290 ... In the Order of the Government of India in the late Ministry of 
Labour, Employment and Rehabilitation (Department of Labour and Employ 

ment ) No. S . O . 172, dated the 19th December, 1970, published at page 262 of the 
Gazette of India, Part II . Section 3, Sub- section (ii ) , dated the sth January , 
1971, in item 2 of the Schedule in line 3 for " Loader " read " Trammer" . 


[ No. 2 / 100 / 70 - LR.II. ] 
R . KUNJITHAPADAM , Under Secy . 


शूमि -पत्र 


नई दिल्ली, 5 जुलाई , 1971 


का० प्रा० 3 2 90.---- 9 जनवरी, 1971 के भारत के राजपत्र के भाग 2, खण्ड 3, उपखण्ड ( ii ) 
में पृष्ट 263 पर प्रकाशित भारत सरकार के भूतपूर्व श्रम , रोजगार और पुनर्वास मन्त्रालय ( श्रम और 
रोजगार विभाग ) के आदेश सख्या का० प्रा० 172, तारीख 19 दिसम्बर, 1970 में अनुसूची की 
पद 2 की पक्ति 2 में “ लोडर " के लिए "देमर " पढ़िए । 

[ सं० 2/100/ 70 - एल० पार० 2] 


पार० कुंजीथापदम , अवर सचिव । 
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(Department of Labour and Employmont ) 

ORDER 

New Delhi , the 20th August 1971 
8 . O . 3291. — Whereas the employers in relation to the Calcutta Port Commig 
Bioners , Calcutta and their workmen represented by the Calcutta Port Şhramik 
Union have jointly applied to the Central Government under sub -section ( 2 ) of 
section 10 of the Industrial Disputes Act , 1947 ( 14 of 1947) for reference of an 
industrial dispute that exists between them to an Industrial Tribunal in respect of 
the matters set forth in the Schedule hereto annexed . 

And whereas , the Central Government is satisfied that the persons applying 
represent the majority of each party . 

Now therefore in exercise of the powers conferred by section 7A and sub 
section ( 2 ) of section 10 of the Industrial Disputes Act , 1947 , (14 of 1947 ) , the.. 
Central Government hereby refers the said dispute for adjudication to the Industrial 
Tribunal, Calcutta , constituted under section 7A of the said Act . 

SCHEDULE 
" Whether the claim by Shri Kartick Kumar Chandra , at present working as : 

Junior Clerk for being Axed as Lower Division Clerk instead of Shrt 
Sudhangsu Kumar Sen , now working as Lower Division Clerk , is justi 

fied ? 
If so , to what relief is he entitled ? " 

[ No. L - 32014/ 2/ 71 - P & D .] 

0 . P. TALWAR , Dy . Secy .. 
( श्रम और रोजगार विभाग ) 


प्रादेश 


नई दिल्ली , 20 अगस्त , 1971 


का० प्रा० 3291 . - - यतः कलकत्ता पत्तन प्रायुक्त , कलकत्ता से सम्बद्ध नियोजकों 
और उनके कर्मकारों, जिनका प्रतिनिधित्व कलकत्ता पत्तन श्रमिक युनियन कर रही है , ने औद्योगिक 
विवाद अधिनियम , 1947 ( 1947 का 14 ) की धारा 10 की उपधारा ( 2 ) के अधीन केन्द्रीय 
सरकार ने उनके बीच के प्रौद्योगिक विवाद को इससे उपाबद्ध अनुसूची में दिये गये विषयों के सम्बन्ध 
में , किसी प्रौद्योगिक प्रधिकरण को निर्देशित करने के लिये संयक्त रूप से आवेदन किया है ; 

और यत केन्द्रीय सरकार का समाधान हो गया है कि आवेदन करने वाले व्यक्ति प्रत्येक 
पक्ष की बहुसंख्या का प्रतिनिधित्व करते हैं ; अत :, अब , प्रौद्योगिक विवाद अधिनियम, 1947 
( 1947 का 14 ) की धारा 7क और धारा 10 की उपधारा ( 2 ) द्वारा प्रदत्त शक्तियों का 
प्रयोग करते हुये , केन्द्रीय सरकार उक्त विवाद को उक्त अधिनियम की धारा क के अधीन गठित 
प्रौद्योगिक प्रधिकरण , कलकत्ता, को न्यायनिर्णयन के लिये एतदद्वारा निर्देशित करती है । 


अनाची 
" क्या वर्तमान में कनिष्ठ लिपिक के रूप में कार्य करने वाले , श्री कार्तिक कुमार 
चन्द्र , का अब निम्न श्रणी लिपि क के रूप में कार्य करने वाले श्री सुधांशु कुमार सेन 
के बदले निम्न श्रेणी लिपिक के रूप में नियुक्त किये जाने का दावा न्यायोचित है ? 
यदि ऐसा है तो वह किस अनुतोष का हकदार है ? " 

[ सं० एल० 32014/ 2/ 71 - पी एण्ड डी ] 

प्रो० पी० तलवाड़ , उप सचिव । 
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- 


(Department of Rehabilitation ) 
(Office of the Chief Settlement Commissioner ) 

New Delhi, the 7th August 1971 
8 . 0 . 3292. --In exercise of the powers conferred by clause ( a ) of Sub - Section ( 2 ) 
of section 16 of Displaced Persons ( Compensation & Rehabilitation ) Act, 1954 (44 
: of 1954 ), the Central Government hereby appoints for the Township of Faridabad , 
Shri Pritam Singh , Asstt. Settlement officer in the Office of the Chief Settlement 
Commissioner as Managing Oncer for the custody , management and disposal of 
. Compensation Pool, with immediate effect. 

[ No. 8| 253 | ARG/62. ] 

G . L, GUPTA, 
Settlement Commissioner ( A ) & Ex -Officio Under Secy . 


( पूनर्वास विभाग ) 
( मूज्य बन्दोबस्त प्रायूक्त कार्यालय ) 

नई दिल्ली , 7 अगस्त , 1971 
ए०प्रो० 3292 .--- विस्थापित व्यक्ति ( प्रतिकर तया पुनर्वास ) अधिनियम , 
1954 ( 1954 का 44 ) की धारा 16 , उपधारा ( 2 ) के खण्ड ( ए ) की प्रदत्त शक्तियो का 
प्रयोग करते हुए केन्द्रीय सरकार मुख्य बन्दोबस्त प्रायुक्त्त कार्यालय के सहायक बनोबस्त 
अधिकारी श्री प्रीतम सिंह को तत्काल ही फरीदाबाद टाउनशिप के लिये प्रबन्धक अधिकारी 
नित किया है ताकि वे परक्षा , चित्र तया नितारा कर सके उन सम्पत्तियों का जो 
प्रति कर कोष में शामिल हैं । 

[ सं० 8/ 25 3/ए प्रार जी / 62 . ] 

जी० एल० गुप्ता , 
बन्दोबस्त प्रायुक्त्त ( प्रशासन ) व पदेन अवर सचिव । 


MINISTRY OF LAW AND JUSTICE 


( Legislative Department ) 

- Waqt Section 
New Delhi the 18th August 1971 


S . O . 3293 . - In exercise of the powers conferred by section 5 of the Dargah 
Khawaja Saheb . Act, 1955 ( 36 of 1955 ) and in continuation of the notification of 
the Government of India in the late Ministry of Law (Legislative Department) 
No . 11 ( 1 ) / 71 -Waqf, dated the 26th February , 1971, the Central Government hereby 
appoints , with imediate effect, the following persons who are Hanafi Muslims, as 
members of the Durgah Committee, Ajmer, nameiy : - - 


1. Shri Syed Ahmed All, Minister for F. C .I. and Waqf Property , Assam, Shillong . 


2 . Shri Syed Anwar Mohammed Ishaque, Additional Secretary, Bihar State 
FElectricity Board, Patna. 


| No. 11 ( 1)/ 71 - Waqt . ] 
E . VENKATESWARAN , Dy. Secy . 
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विधि और न्याय मंत्रालय 

(विधायी विभाग ) 

नई दिल्ली , 18 अगस्त, 1971 
एस० मो० 3293:- - दरगाह ख्वाजा साहब अधिनियम , 1955 ( 1955 का 36 ) 
की धारा 5 के द्वारा प्रदत्त शक्तियों का प्रयोग करते हये , श्री भूतपूर्व विधि मंत्रालय ( विधायी 
निभाग ) में भारत सरकार की अधिसूचना संख्या 11 ( 1 )/ 71 - वक्फ , दिनांक 26 फरवरी, 1971 

के अनुवर्तन में , केन्द्रीय सरकार एतद्द्वारा निम्नलिखित व्यक्तियों को जो सभी हनीफी मुसलमान 
हैं , दरगाह समिति, हम्मेर के सदस्यों के रूप में तुरन्स नियुक्त करती है : --- 

1. श्री सैयद अहमद अली, एफ० सी० आई० और वक्फ प्रापर्टी मंत्री, प्रासाम ,. 

शिलांग ; 
2. श्री सैयद अनवर मोहम्मद इशाक, अपर सचिव , बिहार राज्य, विद्युत् मंडल ,. 
पटना । 

[ संख्या 11( 1 ) - 71- वक्फ ] 
ई . बैंकटेश्वरन , उप सचिव । 


MINISTRY OF HEALTH AND FAMILY PLANNING 

(Department of Health ) 
New Delhi , the 3rd August, 1971 


s o . 1994 . - Whereas in pursuance of the provisions of clause (e ) of section 3 of the 
Dentists Act, 1948 ( 16 of 1948 ), the following persons have been nominated by the State 
Governments indicated against their names to be the members of the Dental Council of 
India with effect from the date of nomination shown against each , namely : 


Particular of Member 


Name of the State 
which nominated him 


Date of 
nomination 


Andhra Pradesh 


12- 4 - 1971 


, Dr. B . Seshadri, M . D . S ., Professor of Orthodon - 

tia , Osmania Medical College, Hyderabad 

( Vice Dr. T ajammul Husain resigned ) 
2 . Dr. George Patnaik, L. D . Sc. ( Cal.), P. Gr . D . 

( North Western, USA), FICD , IIcad of De 
partment of Dentistry, S . C . B . Medical College , 
Cuttack (Re-nominated ) 


Orissa 


15 - 6 - 1971 


Now , thercfore in pursuance of section 3 of the said Act, the CentralGovertis. licicby 
directs that Dr. George Patnaik shall continue to be a member of the Dental Council of India 
Tad makes the following further an .endment in the notificaticn of the Government of Irdia in 
the late Ministry of Health No. 3 - 2, 62 -MII , dated the r th October , 1962, namely : 

To the said notification , under the heading " Non in ated under clause ( c ) of section ? " , for 
the entry against Serial No . I , the following entry shall be substituted, namcly :... 

" Dr. B. Seshadri , M . D . S . , 
Professor of Orthodontia , 
Osmania Medical College , Hyderabad " 

[ No. F. 3 - 10/ 70 - M . P . T .] 
P. C . ARORA, Under Secy . 


Sec. 3 ( ii) ] THE GAZETTE OF INDIA : SEPTEMBER 4 , 1971/ BHADRA 13. 1893 4663 


स्वास्थ्य और परिवार नियोजन मंत्रालय 

( स्वास्थ्य विभाग ) 


नई दिल्ली , 3 अगस्त , 1971 


का०मा० 329 4. --- यतः दन्त चिकित्सा अधिनियम , 1948 की धारा 3 के खण्ड ( उ० ) 
का अनुसरण करते हुए निम्नांकित व्यक्ति , उनके सामने अंकित राज्य सरकारों द्वारा प्रत्येक के 
सामने दर्शायी गई मनोनयन की तिथि से भारतीय दन्त परिषद के सदस्य मनोनीत किए गए हैं , 
नामतः 


सेदस्य का विवरण 


मनोनयन की तिथि 


उस राज्य का नाम 
जिसने उन्हें मनोनीत 
किया है । 


12 - 4 - 1971 


1. डा०बी० शेषाद्रि , एम० डी० एस० , आन्ध्र प्रदेश 

दन्त वैषभ्यसुधार के प्रायार्य , 
उस्मानिया मेडिकल कालेज , हैदराबाद । 
( डा० ताजुम्मुल हुसैन के त्यागपत्र 

देने पर उनके स्थान पर ) 
2. डा० जार्ज पटनायक , एल० डी० एस० सी उड़ीसा 

( कलकत्ता ), पी० जी० आर० डी० ( उत्तर 
पश्चिमी अमेरीका ) , एफ० आई० सी०डी० 
दन्त चिकित्सा के विभागाध्यक्ष , एस० सी० बी० 
मेडिकल कालेज, कटक ( पुनः मनोनीत ) 


15 - 6 - 1971 


प्रप्तः, अब , उक्त अधिनियम की धारा 3 के अनुसरण करते हुए , केन्द्रीय सरकार एतदद्वारा 
प्रादे देती है कि डा० जार्ज पटनायक भारतीय चिकित्सा परिषद् के सदस्य बने रहेंगे और केन्द्रीय 

र , भूतपूर्व स्वास्थ्य मंत्रालय की अधिसूचना संख्या 3- 2 / 62-एम , II , दिनांक 17 अक्तूबर , 
1962 में आगे और निम्नांकित संशोधन करती है , नामत : 

उक्त, अधिसूचना में , "धारा 3 के खण्ड ( २० ) के अन्तर्गत मनोनीत ", शीर्षक के अन्तर्गत 
श्रम संख्या 1 पर की गई प्रविष्टि के स्थान पर निम्नांकित प्रविष्टि प्रतिस्थापित की जाएगी , 
नामत : --- 

" डा० बी० शेषाद्रि , 
एम० डी० एस० , 
धन्त वैषम्यसुधार के प्राचार्य , 
उस्मानिया मेडिकल कालेज , 
हैदराबाद । " 

[ सं०प० 3-10/ 70-एमपीटी ] 
प्रकाश चन्द्र अरोरा , अवर सचिव । 
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MINISTRY OF FOREIGN TRADE 
· (Office of the Chief Controller of Imports and Exports ) 

ORDER 

New Delhi, the 5th August 1971 
S. O . 3295 . - M / s . Busching Schmitz Pvt . Ltd ., 66 , Ring Road , Lajpat Nagar , 
New Delhi were granted an import licence No. P / D / 2179900 / M / LI / 70 / 35 / H / 29 . 30 
dated 4th June, 1970 for Rs. 1, 27, 277 / - for the import of Raw Materials / Compo 
nents from the United Kingdom . They have requested for issue of a duplicate 
Custom Copy of this licence on the ground that original Custom Copy has been 
lost without having been registered with any Custom Authority and utilised at 
all. The firm have furnished an Affidavit to this effect as required under I. T . C . 
Rules . 

2 . The undersigned is satisfied that original Custom Copy of import licence 
No. P / D / 2179900 dated 4th June, 1970 has been lost and directs that a duplicate 
Custom Copy of the above licence may be issued . The original Custom Copy 
of the above licence is hereby cancelled . 

[ No. Mach - B - 8 ( 1 - 2) / AM70 / RM4.] 

____ G . D. BAHL, 
Dy. Chief Controller of Imports & Exports . 


विदेश व्यापार मंत्रालय 


( मुख्य नियंत्रक, पायात-निर्यात का कार्यालय ) 


प्रादेश 


नई दिल्ली , 5 अगस्त , 1971 


एसपी० 3293 .- - सर्वश्री बुस्चिग संक्मिट्स प्रा . लि०, 66, रिंग रोड, लाजपतनगर 
नई दिल्ली को य०के० से कच्चे माल संघटकों के प्रायात के लिए 1, 27, 277 रुपये का एक प्रायात 
लाइसेंस सं० पी / डी / 2179900/ एम एल आई/ 70/ 35 / 29 - 30, दिनांक 4 - 6 - 70 स्वीकृत किया 
गया था । उन्होंने उक्त लाइसेंस की अनुलिपि सीमा- शुल्क कार्य सम्बन्धी प्रप्ति जारी करने के लिए 
इस आधार पर प्रार्थना की है कि मूल सीमा- शुल्क कार्य सम्बन्धी प्रति बिना किसी सीमा- शुल्क प्राधिकारी 
के पास पंजीकृत कराए और बिना उपयोग किए ही खो गई है । इसके सम्बन्ध में फर्म ने पायात 
व्यापार नियंत्रण नियमों के अनुसार अपेक्षित एक शपथ -पत्र जमा किया है । 


अधोहस्ताक्षरी इससे संतुष्ट है कि मायाप्त लाइसेंस संख्या पी / डी / 2179900, दिनांक 
4-6- 70 की मल सीमा- शुल्क कार्य सम्बन्धी प्रति खो गई है और निदेश देता है कि उपर्युक्त लाइसेंस 
की अनुलिपि सीमा - शुरुक कार्य सम्बन्धी प्रति आवेदक को जारी की जानी चाहिए । उपर्युक्त लाइसेंस 
की मूल सीमा- शुल्क कार्य सम्बन्धी एसद्वारा रद्द की जाती है । 


सिंख्या मक - बी - 8 ( 1 - 2)/ ए एम - 70/ पार एम - 4] 

जी० डी० बहल, 
उप - मुख्य नियंत्रक , पायात -निर्यात । 
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MINISTRY OF HOME AFFAIRS 

New Delhi, the 23rd July 1971 
S .O . 3296. - In pursuance of Sub -rule (2 ) of rule 9, clause (b ) of sub 
rule ( 2 ) of rule 12 and sub - rule ( 1 ) of rule 24 of the Central Civil Services 

(Classifcation , Control and Appeal) Rules , 1965 , the President hereby directs 
ithata 

(2 ) in respect of of the posts in the General Central Scryice , Class III and 

fied in column 1 of Part I of the Schedule to this order, the autho 
rity specified in column 2 shall be the Appointing Authority , 
the authority specificd in column 3 shall be the disciplinary autho 
rity and the authority specified in column 5 shall be the appellate 

authority in regard to the penalties specified in column 4 ; 
( 2 in respect of the posts in the General Central Service. Class III and 

General Central Service , Class IV specified in column 1 of Parts II 
and III of the said Schedule , the authority specified in column 2 
shall be the Appointing Authority and the authorities specified in 
columns 3 and 5 shall be the Disciplinary Authority and Appellate 
Authority respectively in regard to the penalties specified in column 


THI SCHEDULE 


PART I- General Central Service, Class II 


Description of Post 


Appointing 
authority 


Authority competent to impose 
penalties and penalties which 
it may impose (with reference to 
item numbers in rule II 


Appellate 
authority 


Authority 


Penalties 


National Police Academy 
All Class II Posts Director 


Director 


All 


Secretary in Min 
istry of Home 
Affairs 


Part II - General Central Service , Class III 


Description of Post 


Appointing 
authority 


Authority competent to impose Appellate Huthority 
penalties and penalties which it 
may impose (with reference to 
item nu nbers in rule II) 


Authority 


Penalties 


National Police Academy 


· All posts 


Deputy 
Director 


Deputy 
Director 


All 


Director 
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Part III - General Central Service, Class IV 


1) escription of Post 


Appointing 
authority 


Authority competent to impose Appellate authority 
penalties and penalties which it 
may impose (with reference to item 
numbers in rule 11 ) 


Authority 


Penalties 


- 


3 


National Police Academy 
Mul posts 

Assistant 
Director 


Assistant 

Director 


All 


Deputy Director 


[ No. 10 / 8 / 71- Pers.I. }. 

G , S . GREWALDy, Sey . 
गृह मंत्रालय 

नई दिल्ली , 23 जुलाई , 1971 
का मा ० 3296. - केन्द्रीय सिविल सेवा (वर्गीकरण , नियंत्रण और अपील ) नियम, 1965 
के नियम 9 के उपनियम ( 2 ) , नियम 12 के उपनियम ( 2 ) के खण्ड ( ख ) और नियम 24 के उप 
नियम ( 1 ) के अनुसरण में , राष्ट्रपति एतदद्वारा निदेश देते है कि :---- 

( 1 ) इस आदेश की अनुसूची के भाग 1 के स्तम्भ 1 में विनिर्दिष्ट साधारण केन्द्रीय सेवा , वर्ग 
2 के पदों की बाबत, स्तम्भ 2 में विनिर्दिष्ट प्राधिकारी नियुक्ति प्राधिकारी होगा, स्तम्भ 3 में विनि 
दिष्ट प्राधिकारी अनुशासन-प्राधिकारी होगा और स्तम्भ 5 में विनिर्दिष्ट प्राधिकारी, स्तम्भ 4 में 
विनिर्दिष्ट शास्तियों के बारे में , अपील प्राधिकारी होगा ; 

( 2 ) इस अनुसूची के भाग 2 और 3 के स्तम्भ 1 में विनिर्दिष्ट साधारण केन्द्रीय सेवा, वर्ग 
3 और साधारण केन्द्रीय सेवा वर्ग 4 के पदों की बाबत , स्तम्भ 2 में विनिर्दिष्ट प्राधिकारी नियुक्ति प्राधि 
कारी होगा और स्तम्भ 3 और 5 में विनिर्दिष्ट प्राधिकारी, स्तम्भ 4 में विनिर्दिष्ट शास्तियों के बारे 
में , क्रमशः अनुशासन प्राधिकारी और अपीलीप्राधिकारी होगा । 

अनुसूची 
भाग 1 - - साधारण केन्द्रीय सेवा , वर्ग 2 


शास्तियां अधिरोपित करने के लिए सक्षम अपील प्राधिकारी 
प्राधिकारी और वे शास्तियां जिन्हें यह अधि 

रोपित कर सकती है (नियम 11 में भी मद की 
पद का विवरण नियुक्ति प्राधिकारी संख्यायों के संदर्भ में ) 


प्राधिकारी 


. शास्तियां 


5 


राष्ट्रीय पुलिस अकादमी 
सभी वर्ग 2पद निदेशक 


निदेशक 


सभी 


सचिव , गह मंत्रालय 
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भाग 2 ~ - साधारण केन्द्रीय सेवा , वर्ग 3 


पद का विवरण 


के प्राधिकारी शास्तियां अधिरोपित करने के लिए सक्षम अपीली प्राधिकारी 

प्राधिकारी और वे शाक्तियां जिन्हें वह अधि 
रोपित कर सकता है 


प्राधिकारी 


शाक्तियां 


- 


- 


- 


- 


- 


- 


- 


राष्ट्रीय पुलिस अकादमी 
सभी पद 

उपनिदेशक 


उपनिदेशक 


सभी 


निदेशक 


भाग 3 - ~- साधारण केन्द्रीय सेवा , - वर्ग 4 


पद का नाम नियुक्ति प्राधिकारी शास्तियों अधिरोपित करने के लिए सक्षम अपीली प्राधिकारी 

प्राधिकारी और वे शास्तियां जिन्हें वह अधि 
रोपित कर सकता है 


नाप 


- . - -- .-.. . 


प्राधिकारी 


शास्तियां 


2 


राष्ट्रीय पुलिस अकादमी 
सभी पद 

सहायक निदेशक 


सहायक निदेशक 


सभी 


उपनिदेशक 


[सं० 10/ 8/ 7 1-पर्स ल- 1]] 
जी ०एस ० ग्रेवाल , उप सचिवे । 


New Delhi, the 17th August 1971 
S . O . 3297. - - In exercise of the powers conferred by section 4 of the Laccadive,. 
finicoy and Amindivi Islands Land Revenue and Tenancy Regulation, 1965 ( 8 
of 1965 ) , the Central Government hereby appoints Shri K . K . Ramachandran 
Nair as Collector for the purposes of the said Regulation vide Shri P , M , Joseph . 

[ No. 52 / 23 / 71- ANL.] 
नई दिल्ली, 17 अस्ट , 1971 
एस० प्रो० 3279. - --लकादीव , मिनिकाय , और अमिनदीवी द्वीप - समूह भू - राजस्व तथा 
काश्तकारी विनियम , 1965 ( 1965 का 6 ) ध र. 4 द्वा प्रदत्त शक्तियों का प्रयोग करते हुए, 
केद्र य सरकार , · द्वारा श्री पी० म० जोसेफ के थान र श्री के० के० राम न्द्रन नायर की उक्त 
यनियम, के प्रयोजन हेतु समाहर्ता के ६५ में नियुक्त करती है । 

[ सं० 52/ 23/ 71- ए० एन० एल० ] 
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New Delhi, the 18th August 1971 
S . O . 3298.- --In exercise of the powers conferred by the proviso to article 309 of 
the Constitution , the President hereby makes the following rules further to amend 
the Indian Frontier Administrative Service Rules, 1956 , namely:- - 

1. ( 1 ) These rules may be called the Indian Frontier Administrative Service 
( Amendment) Rules , 1971, 

( 2 ) They shall come into force on the date of their publication in the Omcial 
Gazette . 

2. In the Indian Frontier Administrative Service Rules, 1956, in rule 10, under 
the sub -heading " II Maintenance ," in clause ( 1 ) ; 
( a ) for the words " A representative of the Ministry of External Affairs " 

against item 3 , the word " A representative of the Department of 

Personnel" shall be substituted ; 
( b ) item 4 shall be omitted . 

INo. 11/ 8/ 71 - NEFA. ] 


नई दिल्ली , 18 अगस्त , 1971 
फा० आ० 3298.- - संविधान के अनुच्छेद 309 के परन्तुक द्वारा प्रदत्त शक्तियों का प्रयोग , 
करते हए , राष्ट्रपति एतद्वारा भारतीय सीमान्त प्रशासन सेवा नियम , 1956 में प्रागे संशोधन 
करने हेतु निम्नलिखित नियम बनाते हैं , अर्थात : - - 
1. (1 ) ये नियम भारतीय सीमान्त प्रशासन सेवा (संशोधन ) नियम , 1971 कहे जा 

सकेगें । 
( 2 ) ये नियम सरकारी राजपत्र में प्रकाशित होने की तारीख से लागू होंगे । 

2. भारतीय सीमान्त प्रशासन सेवा नियम , 1956 के नियम 10 में , उप -शीर्षकों 
" II अनुरक्षण के अन्तर्गत, खण्ट (1 ) में - - 

( क ) आइटम संख्या 3 के सामने , “विदेश मन् लय का एक प्रतिनिधि " पदों के स्थान 

पर " कार्मिक विभाग का एक प्रतिनिधि शब्द प्रतिस्थापित किये जायेंगे ; 
( ख ) अाइटम संख्या 4 हटा दी जायेगी । 

[ सं० 11/ 8 / 71-नेफा. ] 


S . 0 . 3299 .- --In exercise of the powers conferred by the proviso to article 309 of 
the Constitution , the President hereby makes the following rules further to amend 
the Tripura Employees ( Revision of Pay and Allowances) Rules, 1963 , namely : 
___ 1. These rules may be called the Tripura Employees ( Revision of Pay and 
Allowances ) Rules, 1971 , 

2 . In Schedule I to the Tripura Employees (Revision of Pay and Allowances ) 
Rules, 1963. 

Under the heading Printing and Stationery Department, the following en 
- tries shall be inserted after item No. 23 under columns 1 , 2, 3 4 and 5 . 
24 . Head Clerk Rs. 130 - 5 -- 180 Rs. 200 --- 10 - - 3co The post has been upgraded and 

redesignated as Office Superi-: 
tendent in the revised scale of 
Rs, 210 - 15 - 400 , with effect fron 
7th August, 1961. 


[ No. 2 / 37 / 71 - HMT .] 
H . S. DUBEY , Dy, Secy. 
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एस० प्रो . 3299.--- संविधान के अनुच्छेद 309 के परन्तुक द्वारा प्रदत शक्तियों का रोग 
करते हुए , राष्ट्रपति एतद्वारा त्रिपुरा कर्मचारी ( वेतन व भत्तों का पुनरीक्षण ) नियम , 1963 में 
मागे संशोधन करने हेतु निम्नलिखित नियम बनाते हैं , अर्थात् : - - 

( 1 ) ये नियम त्रिपुरा कर्मचारी ( वेतन व भत्तों का पुनरीक्षण ) नियम 1971 कहे जा 

सकेंगे । 
( 2 ) त्रिपुरा व र्मचारी (वेतन व भलों का पुनरीक्षण ) नियम , 1963 की अनुसूची I में , 

मद्रग और लेखन - सामग्री भाग शीर्षक के अन्तर्गत , मद संख्या 23 के बाद , कालम 1, 2, 3 , 
4 और 5 के नीचे निम्नलिखित प्रविष्टियां जोड दी जायेंगी : - -- 
24. हैड क्लर्क २० 130 - 5 - 180 रु . 200 - 10 - 300 इस पद का ग्रेड बढ़ा दिया गया । 

तथ से "कार्यालय अधीक्षक " के 
रूप में पुनः पदनामित किया गया है 
जिसका संशोधित वान मान 
7- 8- 61 से रु० 250 - 15 - 400 .. 


[ संख्या 2/ 31/ 71-एच० एम०टी० ] 

एच० एस० दुबे , उप सचिव । 


CABINET SECRETARIAT 

( Department of Personnol) 

New Delhi, the 4th August 1971 
8 . 0 . 3300 . - In exercise of the powers conferred by sub - section ( 1 ) of section 492 
of the Code of Criminal Procedure , 1898 ( 5 of 1898) , the Central Government here 
by appoints Shri P . R . Namjoshi, Advocate of Bombay as Public Prosecutor to 
conduct the prosecution case against Capt . A . M . Pagarkar and others (RC 32/ 
08 - Bombay ) , in the trial, appellate and revisional courts . 

[ No . 225 / 16 / 71- AVD.II. ] 

B. C . VANJANI, Under Secy . 
मंत्रिमडल सचिवालय 


( कार्मिक विभाग ) 
नई दिल्ली , 4 अगस्त , 1971 


का० श्रा० 3300. - - दण्ड प्रत्रिया संहिता 1898 ( 1898 का 5 ) की धारा 
492 की उपधारा ( 1 ) द्वारा प्रदत्त शक्तियों का प्रयोग करते हुए केन्द्रीय सरकार , बम्बई के एडवोकेट 
श्री पी० पार नामजोशी को - - जांच, अपील तथा पुनरीक्षण न्यायालयों.- -में कैप्टन ए० एम० 

रकर तथा अन्य के विरुद्ध अभियोजन - - मकमासंया ( आर० सी० 32 /68-बम्बई ), की पैरवी 
करने के लिये एतद्द्वारा लोक अभियोजक नियुक्त करती है । 


[ सं० 225/ 16/ 71-ए० वी० डी०-2. ] 

बी० सी० वंजानी, अवर सचिव । 
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- - - - - - - - - -- 
ELECTION COMMISSION OF INDIA 

New Delhi, the 7th August 1971 
$ . O . 8301, - In cxercise of the rowers conferred by sub -section ( 1 ) of sec 
tion 13A of the Representation of the People Act, 1950 , the Election Commission , 
jn consultation with the Government of Tamil Nadu , hereby nominates Shri S , P . 
Ambrose , Secretary to Government of Tamil Nadu , Social Welfare Department, 
as the Chief Electoral Officer for the State of Tamil Nadu with effect from 13th 
July , 1971 and until further orders vice Shri H . K . Ghazi granted leave. 

[No. 154 / TN / 71. ) 

By Order, 

ROSHAN LAL , Secy . 
भारत निर्वाचन आयोग 


facet , 7 TFT 1971 


Flogio 3301.- - *i Tharu CT FATETTA , 1950 # 7 ETT T 13 + 1 
उपधारा ( 1 ) द्वारा प्रदत्त शक्तियों का प्रयोग करते हुए , निर्वाचन आयोग , तीमनताई सरकार के 
परामर्श से श्री एच० के० गाजी को छुट्टी मंजूर हो जाने पर उनके स्थान पर , तमिलनाडू 
TATT , 42T4TfTM fararti HT TT THO OTO FATTÀ 87 13 qark , 1971 97 
आदेश तक तमिलनाडू राज्य के लिये मुख्य निर्वाचन आफिसर के रूप में एसद्वारा नाम निर्देशित 


[ão 154/arfaa /71 ] 

AGT 
रोशन लाल , सचिव । 


New Delhi, the 18th August 1971 
S . O . 3302 . -- In pursuance of the provisions contained in sub - sections ( 1 ) 
and ( 2 ) of section 13AA of the Representation of the People Act , 1950 , and in 
supersession of its notification No . 508 /WB / 86, dated the 6th January, 1967, the 
Election Commission , in consultation with the State Government, hereby desig 
nates : 
( i) for each of the districts of Cooch Behar , Jalpaiguri, Darjeeling and 

Purulia , the Deputy Commissioner of the district as the district 

election officer ; 
( ii) for each of the districts of West Dinajpur, Malda . Murshidabad Nadia . 

24 - Parganas, Howrah , Hoogly , Midnapore, Bankura, Burdwan and 
Birbhum , the District Magistrate of the district as the district elec 

tion officer ; and 
( iii ) for the Calcutta district, the Collector of Calcutta , the Director of 

Panchayat, the District Magistrate , 24 - Parganas and the Director of 

Land Records and Surveys, as the district election officers and 
( lv ) With reference to clause ( iii) above, specifies that the area in respect 

of which each of the four officers designated herein shall exercise 

jurisdiction shall resp : ctively be the arca comprised within 
( a ) Wards 2 to 5 , 11 to 16 , 28 to 40, 48 , 49 , 51 and 57 to 60. 
(b ) Wards 1, 6 to 10 , 17 to 27 , 41 to 47, 52 to 55 , 65, 72 , 73 and 79 . 
( c ) Wards 78 and 80 to 86 , 

( d ) Wards 50 , 56 , 61 to 64 , 66 to 71, 74 to 77 , and 87 to 100 . 
of the Calcutta Corporation , 

[No. 508 /WB / 71. ) 
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नई दिल्ली , 18 अगस्त 1971 
एस प्रो 3302. - - लोक प्रतिनिधित्व अधिनियम , 1950 की धारा 13 क की 

7 ( 1 ) और ( 2 ) में अनविष्ट उत्रन्धों के अनुसरण में तथा अपनी अधिसूचना सं0 508/ 
प०नं0/ 66, तारीख 6 जनवरी, 1967 को अधिकान्त करते हए ,निर्वाचन आयोग , राज्य सरकार के 
परामर्श से - - - 

(i ) कूचबिहार , जमाईगुड़ी, दार्जीलिंग औरपुरुलिया जिलों में से प्रत्येक के लिए, उस 

जिले के उपायुक्त को , जिला निर्वाचन आफिसर के रूप में ; 
(ii ) पश्चिमी दिनाजपुर,मल्दा, मुर्शिदाबाद , नादिया , 24 परगना, हावड़ा, हुगली,मिदना 

पुर , बाकुड़ा , बर्दवान और बीरभूम जिलों में से प्रत्येक के लिए , उस जिले के जिला 

मजिस्ट्रेट को , जिलानिर्वाचन आफिसर के रूप में ; तथा 
( iii ) कलकत्ता जिले के लिए, क नकत्ता का कलक्टर , पंचायत निदेशक, जिला मजिस्ट्रेट 

24-गरगना औरनिदेशक , भ - अभिलेख तथा सर्वेक्षण को जिलानिर्वाचन आफिसरों के रूप 

में एतदद्वारा पदाभिहित करता है ; तथा 
( iv ) उपर्युक्त खण्ड ( iii ) के बारे में , यह विनिर्दिष्ट करता है कि वे क्षेत्र जिनमें , उसमें 

पदाभिहित वे चारों आफिसर अधिकारिता का प्रयोग करेंगे , क्रमशः कलकतानिगम 
के निम्नलिखित वाडों में समाविष्ट क्षेत्र होंगे - - 


( क ) वार्ड 2 से 5 तक , 11 से 16 तक , 23 से 40 तक , 48, 49 , 51 और 57 से 60 तक , 


( ख ) वार्ड 1, 6 से 10 तफ , 17 से 27 तक , 41 से 47 तक , 52 से 55 तक 65, 72, 73 


और 79 ; 


( ग ) वार्ड 78 और 80 से 86 तक ; तथा 
( घ ) वार्ड 50, 56, 6 1 से 64 तक , 66 से 71 तक , 74 से 77 तक और 87 से 100 तक । 

सं0 508/ प०बं० / 71 ] 


S . O . 3303. -- ( 2 r311121 ) 11e provisions of section 21 of the Representation of the 
ple Act , 195I and in supression of its notification No. 434 / WB70 ( 2 ) , dated the I9th 
A1313t, 1979 the criol Cynnission hereby designtes, in consultation with the Government 
of V 3 : 13 : ) Iler of 1 n : 11 special in colim12 of the Table below as the 
Returning on er of theparliamentary constituency in the State of West Bengal as specified 
in coluinn I of the said Table against such officer of Government: 


TABLE 


Name of the Constituency 


Returning Officer 


I Cooch Behar 
2 Jalpaiguri 
3 Darjeeling 
4 Raiganj . 
5 Balurghat 

Malda . 


Deputy Commissioner, Cooch Behar. 
Deputy Commissioner , Jalpaiguri, 
Deputy Commissioner , Darjccling. 
District Magistrate , West Dinajpur . 
District Magistrate, West Dinajpur, 
District Magistrate , Malda, 


Su 
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7 . Jangipur . 

Murshidabad . 
Berhampore . 

Krishnagar 
II . Nadadwip 

Barasat . 

Basirhat . . 
14. Joynagar . . 
15 . Mathurapur . 
16. Diamond Harbour . 

Alipore . 

Barrackpore . 
19 . Calcutta North West 
20 . Calcutta North East . 

Calcutta Wouth 
22. Howrah . 
23 . Uluberia , 


••••••••• 


••••••••• 


13 


• 


•• 


18 . 


21 . 


District Magistrate, Murshidabad, 
District Magistrate, Murshidabad . 
District Magistrate, Murshidabad . . 
District Magistrate , Nadia. 
District Magistrate, Nadia. 
District Magistrate , 24- Parganas . 
District Magistrate , 24 - Parganas. 
District Magistrate , 24 - Parganas, 
Sub - Divisional Magistrate, Diamond 
____ Harbour . 
District Magistrate , 24 - Parganas , 
District Magistrate , 24 - Parganas. 
Sub -Divisiotal Magistrate , Barrackpore , 
Director of Panchayat , 
Collector of Calcutta , 
Director of Land Record and Şurycyg . 
District Magistrate, Howrah, 
Sub - Divisional Extcutive Magistrate , 
___ Uluberia. 

District Magistrate, Hooghly . 
District Magistrate, Hooghly . 
District Magistrate , Hooghly . 
District Magistrate , Midnapore , 
Sub -Divisional Magistrate , Tamluk : 
Sub - Divisional Magistrate, Contai . . 
District Magistrate, Midnapore. 
District Magistrate , Midnapore. 
Deputy Commissioner Purulla , 
District Magistrate, Bankura. 
District Magistrate, Bankura, 
District Magistrate , Burdwan . 

Sub - Divisional Executive Magistrate , 
___ Asansol, 
District Magistrate , Burdwan , 
District Magistrate, Burdwan , 
District Magistrate, Birbhum. 
District Magistrate, Birbhum. 


24. Scrampore 
25 . Hooghlyl . 
26 . Arambagh 
37 . Ghatal . 
___ Tamluk . 

Contai . 
30. Midnapore 
3I , Jhergrerm 
32 . Purulia . 
33. Bankura . 
34 . Vishnupur 

Ausgram 
36. Asansol . 


37 . Burdwan 
38 . Katwa , 
39 . Bolpur . 
40. Birbhum 


[ No . 434/ WB/ 71 ( 2 )] 


एस० प्रो० 3303. - - लोक प्रतिनिधित्व अधिनियम , 1951 की धारा 21 के उपबन्धों 
के अनुसरण में तथा अपनी अधिसूचना सं0 434/40 बं०/ 70 ( 2 ) तारीख 19 अगस्त , 1970 
को प्रतिष्ठित करके निर्वाचन आयोग एतदद्वारा पश्चिमी बंगाल सरकार के परामर्श से नीचे की सारणी 
के स्तम्भ 2 में विनिर्दिष्ट सरकारी प्राफिसरों को , ऐसे सरकारी प्राफिसरों के सामने उक्त सारणी के 
साम्भ 1 में यया विनिर्दिष्ट पश्चिमी बंगाल राज्य के संसदीयनिर्वाचन क्षेत्रों के लिए रिटनिंग प्राफिसर 
नियुक्त करता है : 


सारणी 


निर्वाचन क्षेत्न का नाम 


रिटर्निंग आफिसर 


- - - - - - - - - ---- - 


- --- 


- 2 


1. कूच बिहार 
2. जलपाईगुड़ी 
3 . दार्जीलिंग 


उपायुक्त , कूच बिहार । 
उपायुक्त , जलपाईगुड़ी । 
उपायुक्त ,दार्जीलिंग । 
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- 


4. रायगंज 
5. बालूरघाट 
6 . माल्दा 
7. जंगीपुर 
8. मुशिदाबाद 
9. बरहामपुर 
10. कृष्ण नगर 
11. नाबाद्वीप 
12. बारासात 
13. बसीरहाट 
14. जयनगर 
15. मथुरापुर 
J6. डायमण्ड हारबर 
17. अलीपुर 
18. बरफपुर 
] 9. कलकत्ता उत्तर पश्चिमी 
20. कलकत्ता उत्तर पूर्व 
21. कलकत्ता दक्षिण 
22. हावड़ा 
23. उलबेरिया 
24. सेरमपुर 
25. हुगली 
26. रामबाग 
27. पाटल 
28. तामलूक 
29 . कन्टाई 
30. मिदनापुर 
31. झारग्राम 
32. पुरूलिया 
33. बांकुड़ा 
34. विष्णुपुर 
35. आसग्राम 
36. आसनसोल 
37. बर्दवान 
38. कटवा 
39. बोलपुर 
40. बीरभूम 


जिला मजिस्ट्रेट, पश्चिमी दिनाजपुर । 
जिला मजिस्ट्रेट, पश्चिमी दिनाजपुर । 
जिला मजिस्ट्रेट, माल्दा । 
जिला मजिस्ट्रेट , मुर्शिदाबाद । 
जिला मजिस्ट्रेट , मुर्शिदाबाद । 
जिला मजिस्ट्रेट, मुर्शिदाबाद । 
जिला मजिस्ट्रेट , नादिया । 
जिला मजिस्ट्रेट , नादिया । 
जिला मजिस्ट्रेट , 24 - परगना । 
जिला मजिस्ट्रेट , 24 परगना । 
जिला मजिस्ट्रेट , 24 - परगना । 
उपखण्ड मजिस्ट्रेट, डायमण्ड - हारबर । 
जिला मजिस्ट्रेट , 24 - परगना । 
जिला मजिस्ट्रेट , 24-परगना । 
उपखंड मजिस्ट्रेट, बैरकपुर । 
पंचायत निदेशकः । 
कलक्ट र, कलकत्ता । 
निदेशक , भू- अभिलेख तथा सर्वेक्षण । 
जिला मजिस्ट्रेट , हावड़ा । 
उपखण्ड कार्यपालक मजिस्ट्रेट, उलबेरिया । 
जिला मजिस्ट्रेट , हुगली । 
जिला मानस्ट्रेट , हुगली । 
जिला मजिस्ट्रेट , हुगली । 
जिला मजिस्ट्रेट , मिदनापुर । 
उपखण्ड मजिस्ट्रेट, तामलूकः । 
उपखण्ड मजिस्ट्रेट , कन्टाई । 
जिला मजिस्ट्रेट , मिदनापुर । 
जिला मजिस्ट्रेट मिदनापुर । 
उपायुक्त , पुरुलिया । 
जिला मजिस्ट्रेट , बांकुड़ा । 
जिला मजिस्ट्रेट, बांकुड़ा । 
जिला मजिस्ट्रेट , बर्दवान । 
उपखण्ड - र्यपाल मजिस्ट्रेट , प्रासनसोल । 
जिला मजिस्ट्रेट , बर्दवान । 
जिला मजिस्ट्रेट, बर्दवान । 
जिला मजिस्ट्रेट , बीरभूम । 
जिला मजिस्ट्रेट,बीरभूम । 

[ सं० 434/प ० ब ०/71 ( 2) ] 
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ORDER 

New Delhi, the 12th July 1971 
S . O . $ 304 . — Whereas the Election Commission is satisfied that Shri K , 
Bedarudeen, Padinjarevila Veedu, Pazhangalam, Kundara P. O . a contesting 
candidate for mid - term election to the Legisiative Assembly held in 1970 from 
119 - Chathannoor constituency , has failed to lodge an account of his election 
expenses as required by the Representation of the People Act, 1951, and the Rules 
made thereunder ; 

And whereas the said candidate, even after due notices , has not given any 
reason or explanation for the failure and the Election Commission is satisfied that 
he has no good reason or justification for the failure ; 

Now , thcrefore, in pursuance of section 10A of the said Act , the Election Com 
mission hereby declares the said Shri K . Badarudeen to be disqualified for being 
chosen as, and for being, a member of either House of Parliament or of the Legis 
lative Assembly or Legislative Council of a State for a period of three years 
from the date of this order . . 

[ No. KL- LA/ 119 / 70 . ] 

By Order , 
A . N . SEN , Secy . 


आदेश 


नई दिल्ली , 12 जुलाई, 1971 
एस० यो ०3304. - - यत :,निर्वाचन आयोग का समाधान हो गया है कि केरल राज्य विधान सभा 
के लिये 1970 में हुए मध्यावधि निर्वाचन के लिए 119 - चाथान्नूर निर्वाचन क्षेत्र से चुनाव लड़ने 
वाले उम्मीदवार श्रीके बद दीन, पाडीजारेविला वीज, पागलम , पो० कुन्दरा , लोक प्रतिनिधित्व 
अधिनियम , 1951 तथा तद्धीन बनाए गए नियमों द्वारा यथा अपेक्षित अपनेनिर्वाचन व्ययों का लेखा 
दाखिल रने में असफल रहे हैं ; 


और यतः , उक्त उम्मीदवार ने उसे सम्यक चना दिए जाने पर भी अपनी इस सफलता के 
लिए कोई कारण अथवा स्पष्टीकरण नहीं दिया है तथा निर्वाचन आयोग का यह समाधान हो गया है कि 
उसके पास इस अनफरता के लिए कोई पर्याप्त कारण या न्यायोचित्य नहीं है ; 


अत: , अब , उक्त अधिनियम की धारा 10 -क के अनुसरण में निर्वाचन आयोग एतदद्वारा उक्त 
श्री के० बदरुद्दीन को संसद के दोनों सदनों में से किसी भी सदन के या किसी राज्य की विधान सभा अथवा 
विधान परिषद् के सदस्य चुने जाने और होने के लिए , इस प्रादेश की तारीख से तीन वर्ष की कालावधि 
के लिए निरहित घोषित करता है । 


[ सं० केरल -वि० प० / 119/ 70 ] 

आदेश से , 
ए० एन० सेन , सचिव । 


New Delhi, the 23rd July 1971 


s . 0 . 3305 .- - In pursuance of the provisions of section 21 of the Representation of the 
People Act , 195I and in supersession of its Notification No. 434/ HN, 67 , dated the 23rd 
November , 1967 , the Election Commission hereby designates, in consultation with the Govern 
ment of Hatvana, the officer of Government specified in column 2 of the Table below i 
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the Returning Officer of the parliamentary constituency in the State of Haryana as specified 
in column I of the said Table against such officer of Government - 


TABLE 


Name of the Constitucncy 


Returning Officer 


I 


4 


I . Anibala 
2 . Karnal . 
3 . Kaithal . 
4 . Rohtak . 
5. Jhajjar . 
6 . Gurgaon 
7 . Mahendragarh 
8 . Hissar . . 
9 . Sirsa . . 


Deputy Commissioner, Ambala , 
Deputy Commissioner , Karnal. 
Deputy Commissioner, Karnal. 
Deputy Commissioner , Rohtak . 
Deputy Commissioner, Rohtak , 
Deputy Commissioner , Gurgaon . 
Deputy Commissioner, Mahendragarh at Narnaul. 
Deputy Commissioner , Hissar. 
Deputy Commissioner , Hissar . 


. 


[ No. 434/ HN/ 71 . ] 
नई दिल्ली , 23 जुलाई, 1971 
एस०प्र० 3305. - - लोक प्रतिनिधित्व अधिनियम , 1951 की धारा 21 के अनुसरण में 
तथा अपनी अधिसूचना सं0 434 / हर 67, तारीख 23 नवम्बर , 1967, को प्रतिष्ठित करके निर्वाचन 
प्रायोग हरियाणा सरकार के परामर्श से निम्नलिखित सारणी के स्तम्भ 1 में विनिर्दिष्ट हरयाणा 
प्रदेश राज्य के संसदीयनिर्वाचन क्षेत्र के बारे में , उक्त सारणी के स्तम्भ 2 में की तत्स्थानी प्रविष्टि 
में विनिदिष्ट अधिकारी को एतदद्वारा उस क्षेत्र के लिए रिटर्निंग आफिसर पदानिहित करता है : ---- 


भारणी 


निर्वाचन क्षेत्र का नाम 


रिटनिग आफिसर 


1 . अम्बाला 


2. करनाल 
3. कैथल 
4. रोहतक 
5 . सम्झर 
6 . गुड़गांवा 
7. महेन्द्रगड 
8. हिसार 
9 . सिरसा 


उपायुक्त , अम्बाला । 
उपायुक्त , करनाल । 
उपायुक्त , करनाल । 
उपायुक्त, रोहतक । 
उपायुक्त, रोहतक । 
उपायुक्त , गुड़गावा । 
उपायुक्त , महेन्द्रगढ़ नारनौल । 
उपायुक्त , हिसार । 
उपायुक्त, हिसार । 


[ सं० 434/ हर 71 ] 


S . O . 3306 . - In exercise of the powers conferred by sub - section ( 1 ) of section 22 of 
the Representation of the People Act, 195I and in superscssion of its Notification No . 434. HN/ 
67, dated the 23rd November , 1967, the Election Commission hereby appoints the officer or 
officers of Government as specified in column 2 of the Table below to assist the Returning Ofn 
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- 


- 


- - 


der of the parliamentary constituency specified in column I of the said Table against guch officer 
or officers of Government in the performance of the functions of such Returning Officer : - - 

TADLL 


Returning Officer of Parliamentary constituency 


Assistant Returning 

Officer Officers 


I . Returning Officer of 1 - Ambala parliamentary 

constituency. 


I. Sub -Divisional Officer, Naraingarh . 
2 , Sub - Divisional Officer , Jagadhri. 
3 . Sub - Divisional Officer , Ambala . 
4 . District Development Officer , Ambala . 


2 . Returning Ofcer of 2 -Karnal parliamentary I, Sub -Divisional Officer, Thanegar. 
constituency . 

2 . Sub - Divisional Officer , Karnal. 
3 . General Assistant, Karnal. 
4 . Sub - Divisional Officer, Panipat. 


3 . Returning Officer of 3 -Kaithal parliamentary I. Sub -Divisional Officer , Thanesar, 
constituency . 

2 . District Development Officer , Karnal. 
3 . Sub - Divisional Officer , Kaithal. 
4 . Sub -Divisional Officer, Narwana . 


4 . Returning Officer of 4 -Rohtak perllamentary 

constituency . 


1. Sub - Divisional Officer, Jind . 
2 . District Development Officer , Jind . 
3 . Sub -Divisional Officer , Gohana, 
4 . Sub - Divisional Officer , Rohtak . 
5 . General Assistant, Rohtak . 


5 . Returning Officer of s - Jhajjar parliamentary 

constituency . 


I. Sub - Divisional Officer, Sonepat , 
2 . Sub - Divisional Officer, Rohtak . 
3 . General Assistant, Rohtak . 
4 . Sub - Divisional Officer, Jhajjar , 


6 . Returning Officer of 6 -Gurgaon parliamentary i. Sub - Divisional Officer , Ballabgarh . 
constituency . 

2 . Sub -Divisional Officer, l alwal. 
3 . Sub -Division alOfficer, Ferozepur - Jhirka, 
4 . Sub - Divisional Officer , Nuh . 
5 . General Assistant, Gurgaon . 


7 . Returning Officer of 7-Mahendragarh parlia 
mentary constituency . 


I . General Assistant, Gurgaon . 
2 . Sub -Divisional Officer, Rewari. 
3 . Sub - Divisional Officer, Narpaul. 
4 . Sub -Divisional Officer , Mahendragarh . 
5 . Sub - Divisional Officer , Dadri. 


8 . Returning Officer for 8 -Hissar parliamentary 

constituency . 


1 . Sub -Divisional Officer, Dadri. 
2 . Sub -Divisional Officer , Bhiwani 
3 . Sub - Divisional Officer , Hansi, 
4 . Sub -Divisional Offcr , Fissar, 
5 . General Assistant, Hissar . 


9 . Returning Officer of 9 - Sirga parliamentary 

constituency . 


I , Sub -Divisional Officer, Hissar , 
2 . Sub -Divisional Officer , Fatehabad . 
3 . Sub -Divisional Officer , Sirsa , 
4 . Additional General Assistant, Hissar , 


[No. 434 /HN /71 (1 ).] 

By Order, 
K . S . RAJAGOPAI AN , Secy . 
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एस० प्रो0 3306. - - लोक प्रतिनिधित्व अधिनियम , 1951 की धारा 22 की उपधारा 
(1 ) द्वारा प्रदत्त शक्तियों का प्रयोग करते हुए तथा अपनी अधिसूचना सं० 436/ हर/ 67, 
सारीख 23 नवम्बर , 1967 को अधिष्ठित करके निर्वाचन आयोग निम्नलिखित सारणी के स्तम्भ 
विनिर्दिष्ट सरकारी आफिसर या आफिसरों को उस सारणी के स्तम्भ 1 में विनिर्दिष्ट संसदीय 
निर्वाचन क्षेत्रों के रिटर्निंग आफिसरों की उनके कृत्यों के पालन में सहायता करने के लिए, 
एतद्वारा नियुक्त करता है :---- 

सारणी 


संसदीय क्षेत्र के रिटर्निंग आफिसर 


सहायक रिटर्निंग आफिसर 


1 कालका संसदीय निर्वाचन क्षेत्र के 

रिटनिंग आफिसर । 


2 करनाल संसदीय निर्वाचन क्षेत्र के 

रिटर्निंग आफिसर । 


3 कैथल के संसदीय निर्वाचन क्षेत्र के 

रिटरिंग आफिसर । 


1. उप - मंडल नारायण गढ़ । 
2. उप - मंडल अधिकारी जगाधरी । 
3 . उप -मंडल अधिकारी अम्बाला । 
4. जिला विकास अधिकारी अम्बाला । 
1. उप -मंडल अधिकारी थानेसर । 
2. उप -मंडल अधिकारी करनाल । 
3. सामान्य सहायक , करनाल । 
4 . उप - मंडल अधिकारी पानीपत । 
1. उप- मंडल अधिकारी थानेसर । 
2 . जिला विकास अधिकारी करनाल । 
3. उप- मंडल अधिकारी कैथल । 
4. उप -मंडल अधिकारी नरवाणा । 
1. उप -मंडल अधिकारी जींद । 
2. जिला विकास अधिकारी जींद । 
3. उप -मंडल अधिकारी गोहाना । 
4. उप - मंडल अधिकारी रोहतक । 
5 . सामान्य सहायक रोहतक । 


4 


रोहतक संसदीय निर्वाचन क्षेत्र के 
रिटर्निंग आफिसर । 


5 झाझर संसदीय निर्वाचन क्षेत्र के 

रिटर्निंग आफिसर । 


1 . उप -मंडल अधिकारी सोनीपत । 
2. उप - मंडल अधिकारी रोहतक । 
3. सामान्य सहायक राहतक । 
4. उप -मंडल अधिकारी सहझर । 


6 


गड़गांव संसदीयनिर्वाचन क्षेत्र के 
रिटनिंग आफिसर । 


1. उप -मंडल अधिकारी बल्लभगढ़ । 
2. उप -मंडल अधिकारी पलवल । 
3. उप - मंडल अधिकारीफिरोजपुर झिरका । 
4. उप -मंडल अधिकारी नूह । 
5. सामान्य सहायक गुड वा । 
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- - 


- - 


- - 


- 


- 


7 


महेन्द्रगढ़ संसदीय निर्वाचन क्षेत्र के 
रिटर्निंग आफिसर । 


1. सामान्य सहायक , गुड़गांवा । 
2 . उप -मंडल अधिकारी, रिवाड़ी । 
3 . उप - मंडल अधिकारी , नारनौल । 
4 . उप - मंडल अधिकारी, महेंद्रगढ़ । 
5 . उप - म उल अधिकारी , दादरी । 


8 हिसार संसदीय निर्वाचन क्षेत्र के 

रिटनि । माफिसर 


1. उप -मंडल अधिकारी , दादरी । 
2. उप - मंडल अधिकारी, भिवानी । 
3. उप - मंडल अधिकारी , हांसी 
4. उप - मंडल अधिकारी , हिसार । 
5 . सामान्य सहायक , हिसार । 


9 सिरसा संसदीय निर्वाचन क्षेत्र के 

रिटर्निंग आफिसर । 


1. उप - मंडल अधिकारी, हिसार 
2 . उप - मंडल अधिकारी , फतेहाबाद 
3 . उप - मंडल अधिकारी, सिरसा । 
4 . अतिरिक्त सामान्य सहायक , हिसार । 


[सं० 434 /हर०/ 71 ( 1 ) ]] 

आदेश से, 
के० एस० राजगोपालन , सचिव । 


CORRIGENDUM 

New Delhi, the 11th May 1971 
s . o . 3307 . - In the Commission s notification No . 434 / AP/ 71 , dated the 14th 
January , 1971, published in the Gazette of India , Extraordinary , Part II, Section 
3 ( 11 ) , dated the 25th January , 1971 , for the word 41 Miryouda appearing in 
column 1 at page 314 of the Gazette , substitute the word 41 Miryalguda . 

[ No . 434/ AP/ 71.] 
V . NAGASUBRAMANIAN , Under Secy . 


शुद्धि पत्र 
नई, दिल्ली , 11 मई 1971 


एस० प्रो० 3307. - - भारत के राजपत्र असाधारण , भाग II , खंड 3 ( ii ), 
सारीख 25 जनवरी , 1971 में हिन्दी में प्रकाशित आयोग की अधिसूचना सं० 434/ प्रा०प्र० / 71 , 
तारीख 14 जनवरी, 1971 में - 

गजट के पष्ट 319 पर भदाघालम शब्द के स्थान पर भवाचालम शब्द ; 
पृष्ट 328 पर चितर शब्द के स्थान पर चित्तूर शब्द ; 
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पृष्ठ 329 पर राजप्रोट शब्द के स्थान पर राजमपेट शब्द ; 
पृष्ठ 334 पर मरक शब्द के स्थान पर मेडक " शब्द ; और 
पृष्ठ 338 पर गिरयालगडा शब्द के स्थान पर मिरयालगुडा " शब्द प्रस्थापित किए 
जाएं । 


सं0 434/ प्रा० प्रा० / 71 


वी० नागसुब्रमण्यन , अवर सचिव । 


MINISTRY OF FINANCE 

(Departnyent of Banking ) 
New Delhi, the 24th July 1971 


S . O . 3308 .- - In exercise of the powers conferred by Section 53 read with 
Section 56 of the Banking Regulation Act, 1949 ( 10 of 1949) . the Central Govern 
ment on the recommendation of the Reserve Bank of India , hereby declares that 
that the provisions of sub - section ( 1 ) of Section 11 of the said Act shall not apply 
to the Rajasthan State Industrial Co - operative Bank Ltd ., Jaipur for a period of 
three years from 1st March , 1969 to 29 February , 1972. 

[ No. F. 15 /5/ 71- ACII .] 


वित मत्राला 

बैंकित विभाग 

नई दिल्ली , 24 जुलाई 1971 
एस 70 3308. - -- बैंकिंग विनियमन अधिनियम , 1949 की धारा 56 के साथ पठित धारा 53 
के द्वारा प्रदत्त शक्तियों का प्रयोग करते हुए केन्द्रीय सरकार , भारतीय रिजर्व बैंक की सिफारिश 
पर एतद्द्वारा यह घोषित करती है कि उक्त अधिनियम की धारा 11 की उपधारा ( 1 ) 
के उपबन्ध राजस्थान स्टेट इंडस्ट्रियल कोआपरेटिव बैंक लिमिटेड, जयपुर पर 1 मार्च, 
1969 से 2 ) फरवरी 1972 तक को तीन वर्ष की अवधि के लिए लाग नहीं होंगे । 

[ i० एफ० [ 5/5 /71 -ए० सी० [ I ] 
New Delhi, the 6th August 1971 


S . O . 3309 .-- -In exercise of the powers conferred by section 53 of the Banking 
Regulation Act , 1949 ( 10 of 1949 ) , read with section 56 therefor , the Central 
Government, on the recommendation of the Reserve Bank of India , hereby 
declares that the provisions of section 24 of the said Act shall not , up to the 30th 
day ot May , 1986, apply to the Maharashtra State Co- operative Bank, in so far as 
the said provision require it to maintain in cash , gold or unencumbered approved 
securities , valued at a price not exceeding the current market price, an amount 
which shall not at the close of business on any day be less than 25 per cent of the 
total of its demand and time liabilities in India , in respect of the debentures 
amounting to three hundred lakhs of rupees issued by it for the purpose of mect 
ing the block capital requirements of the co -operative sugar factories listed in the 
Schedule annexed hereto : 


Provided that in computing the percentage of assets which the sald Maharash 
tra State Co -operative Bank is required to maintain under clause ( a ) of sub - section 
( 2A ) of section 24 of the said Act , in respect of its demand and time llabilities in 
India , the approved securities, if any, which represent investinent of the sinking 
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- 


- 


- 


- 


fund, created by the said Maharashtra State Co -operative Bank for the purpose 
of redemption of the debentures referred to in this notifcation , shall be excluded . 

SCHEDULE 


Names of co -operative sugar 

1. Walwa Sahakari Sakhar Kar 
factorles . 

khana Limited , Walwa. 
2 . Satara Sahakari Sakhar Kar 
khana Limited , Bhuinj. 

[ No. F . 15 / 8 - 71 - ACII. ] 

L. D. KATARIA, Dy. Secy . 
नयी दिल्ली , 6 अगस्त, 1971 


एस० प्रो . 3309.-- - बैंकिंग विनियमन अधिनियम , 1949 (1949 का दसवां ) की धारा 
56 के साथ पीलधारा 53 के द्वारा प्रदत्त शक्तियों का प्रयोग करते हुए, केन्द्रीय सरकार , भारतीय 
रिजर्व बैंक की सिफारिश पर , एतदद्वारा घोषित करती है कि उक्त अधिनियम की धारा 24 के उपबन्ध , 
महाराष्ट्र स्टेट कोआपरेटिव बैंक पर 30 मई 1986 तक वहां तक लागू नहीं होंगे जहां तक कि उनके 
अन्तर्गत फ से यह अपेक्षित है कि वह लग्न अनुसूची में दर्ज सहकारी चीनी कारखानों की इकट्ठी 

जी की आवश्यकताओं को पूरा करने के लिए उसके द्वारा जारीकिए गये 3 करोड़ रुपये के मूल्य 
के ऋण-पत्रों के सम्बन्ध में , नकदी , सने या भार - रहित अनुमोदित प्रतिभूतियों के रूप में , जिनका 
मूल्यांकन चाल बाजार मूल्य से अधिक मूल्य पर न किया गया हो इतनी रकम रखेगा जो 
किसी भी दिन के कारोबार की समाप्ति के समय भारत में कुल मिला कर उसकी मांग 
और मियादी देनदारियों के 25 ‘तिशत से कम हो । 


किन्तु उन परिसम्पत्तियों की प्रतिशतता का हिसाब लगाने में , जिन्हें उक्त अधिनियम की धारा 
24 की उप-धारा ( 20 ) के खण्ड (क ) के अधीन भारत में अपना समस्त मांग औरमियादी देनदारियों 
के सम्बन्ध में उक्त महाराष्ट्र स्टेट कोआपरेटिव बैंक को रखना जरूरी है , ऐसी अनुमोदित प्रतिभूतियों 
को यदि कोई हों जो इस अधिसूचना में निर्दिष्ट ऋण-पत्रों के परिशोधन के लिए उक्त महाराष्ट्र स्टेट 
को आपरेटिव बैंक द्वारा बनायी गयी शोधन निधि के निवेश की द्योतक है, शामिल न किया जायगा । 

अनुसूची 
सहकारी चीनी कारखानों के नाम : ---1. वालवा सहकारी शक्कर कारखाना लिमिटेड, वालवा । 

2. सतारा सहकारी शक्कर कारखाना लिमिटेड , भुइंज । 

[ सं० एफ० 15/ 8-71--ए० सी० II ] 

एल० डी० कटारिया उप सचिव । 


( Department of Banking ) 


New Delhi, the 21st July 1971 


S . O . 3810 ,-- In exercise of the powers conferred by section 53 of the Bank 
Ing Regulation Act , 1949 ( 10 of 1949 ) , the Central Government , on the recommen 
dation of the Regerve Bank of India , hereby declares that till the 1st November , 
1971, the provisions of section 10A of the said Act shall not apply to Benares 
State Bank Ltd ., Varanasi. 


[ No. F. 16 ( 1) - BC / 71 -1.] 
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बैंकिंग विभाग 

नई दिल्ली, 31 जुलाई, 1971 
एस० ओ० 3310.----ॉकिंग विनियमन अधिनियम , 1949 ( 1949 का दसवां ) की धारा 
53 के द्वारा प्रदत्त शक्तियों का प्रयोग करते हए , केन्द्रीय सरकार , भारतीय रिजर्व बैंक की 
सिफारिश पर एतदद्वारा घोषित करती है कि उक्त अधिनियम की धारा 102 के उपबन्ध , 
बनारस स्टेट बैंक लिमिटेड, वाराणसी पर 1 नवम्बर , 1971 तक लागू 

[ सं० एफ० 18 ( 1 )-बी०सी०/ 71-I ] 


8. 0 . 3311. ---In exercise of the powers conferred by section 53 of the Bank 
ing Regulation Act , 1949 ( 10 of 1949 ) , the Central Government, on the Recom 
mendation of the Reserve Bank of India , hereby declares that till the Ist Febru 
ary, 1972, the provisions of section 10B of the said Act shall not apply to th 
following banking companies having, on the 1st day of February , 1969, deposits 
of a sum of less than rupees twenty - five crores : -- - 


Sr . No . 


Name of bank , 


Benares State Bank Ltd . 
Punjab Co - operative Bank Ltd . 
Ganesh Bank of Kurandwad Ltd . 
Bari Doáb Bank Ltd . 
Narang Bank of India Ltd . 
Jharia Industrial Bank ( Private ) Ltd . 


[ No. F . 18 ( 1) - BC / 71- II . ] 
एस० प्रो० 3311. - - बैंकिंग विनियमन अधिनियम , 1949 ( 1919 का दसवां ) की 
धारा 53 के द्वारा प्रदत्त शक्तियों का प्रयोग करते हुए , केन्द्रीय सरकार भारतीय 
रिजर्व बैंक की सिफारिश पर एतदद्वारा यह घोषित करती है कि उक्त अधिनियम की धारा 
10ख के उपबन्ध , निम्नलिखित बैंकिंग कम्पनियों पर जिनके पास पहली फरवरी 1989 
को 25 करोड़ रुपये से कम रकम जमा थी , 1 फरवरी , 1972 तक लागू नहीं होगे : --- 


क्रम संख्या 


बैंक का नाम 


बनारस स्टेट बैंक लिमिटेड 
पंजाब कोमापरेटिव बैंक लिमिटेड 
गणेश बैंक आफ कुरुडवाड लिमिटेड 
वारी दोप्राब बैंक लिमिटेड 
नारगं बैंक आफ इण्डिया लिमिटेड 
झारिया इंडस्ट्रियल बैंक ( प्राइवेट ) लिमिटेड 


- 


- 


[ ५० एफ० 16 (1) बो०सी०/71-II ] 


New Delhi, the 11th August 1971 


S . O . 3312. – Stalwart of the Affairs of the Reserpe Bank of India , as on the 30th July , 1971 . 


BANKING DEPARTMENT 


LIABILITIES 


Rs. 


ASSETS 


Rs. 


Capital Paid Op 


. 


. 


. 


. 


. 


. 


. 


. 
. 
. 


. 
. 
. 


. 
. 
. 


26 , 78 ,54,000 

7, 99 ,000 


Reserve Fund 


. 


. 


. 


. 


. 


. 


. 


3 , 47 , 000 


5,00 ,00 ,000 Notes 

. . . . . 
Rupee Coin . . . . 
150,00, 00, 000 Small Cois . . . . . 

Bills Purchased and Discounted : 
190 , 00 ,00 ,000 (a ) laternal . . . . 

5 ) External 
( 6 ) Government Treasury Bills 
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National AgriculturalCredit ( Long Terme Operations) 

Fund 


. 


. 


. 


7 , 16 ,51000 
31,74 ,59,000 


National Agricultural Credit ( Stabilisation ) Fund 


, 


39,00 ,00 ,000 


. 


Balances held abroad * 
Ingestments * * 
Loans and Advances to 


. 


151, 27 ,69,000 
304 ,41, 40 , 000 


. 


. 


. 


. 


National Industrial Credit (Long Term Operations) Fund 


135,00 ,00 ,000 


. 
. 


. 
. 


. 
. 


125,18 ,35 ,000 


Deposits : 


(a ) Gogemmeat 


(1) Central Government . 
(ü ) State Governments @ . 

. 
Loans and Advances to : 

Scheduled Commercial Bankst 
(a) Siate Co -op = raise Bankstt 
( ) Others , , , 


. 


117,7445,000 


. 
. 


. 
. 


54 , 16 ,60 ,000 


205, - 6 , 41,000 


(1) Central Government 
(6 ) State Governments . 


. 
. 


. 
. 


. 
. 


. 
. 


6,67,56 ,000 


, 


, 


, 


3 : 52 , 84 ,000 


(6 ) Banks 

Scheduled som rcial Banks 
( ) Scheduled State Co -operati9C Banks . 
(* ) Non - Scheduled State Co - operative Banks . 
(10) Other Banks . . 

. . 


211, 87 , 12 ,000 
10 , 60 , 35, 000 

81,17,000 
36 ,86,000 


Loans, Advances and Investments from National Agri 
cultural Credit (Long Term Operations) Fund : 
( a ) Loans and Advances to : 

State Governments . . . . 42, 03 , 55 , 000 
(ü ) Staie Co-operative Baoks . . . . 23, 39, 98, 000 

(* ) Central Land Mortgage Banks . . . 
(b ) Investment in CentralLand Mortgage Bank Debentures 10 , 14 ,98,000 
Loans and Advances from National AgriculturalCredit 

(Stabilisation ) Fund 
Loans and Advances to State Co -operative Banks , 13, 39,25 ,000 


( ) Others : 
Bills Payable 


Bills Payable 


: 


: 


: 


. 


. 


: 


: 


, 


152,88 ,56 ,000 
53 ,31,72 ,000 


32,88.56.000 


, 


, 


, 


, 


S 


Other Liabilities . 


. 


. 


. 


. 


. 


152,72,52, 000 


.n 


. 


Loans, Advances and Investments from National Industrial 

Credit ( Long Term Operations) Fund - 
(a ) Loans and Advances to the Development Bank . 55 , 0.1,21, 000 
(6) Investmentin bonds /debentures issued by the 

Development Bank . . . . . 
Other Assets . . . . . . . . 

44, 83 , 25 , 000 
Rupees 1162 ,42,46 ,000 
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Rupees 


1162 ,42,46,000 


* Includes Cash , Fixed Deposits and Short -term Securities . 
Excluding lavestinents from the National Agricultural Credit ( Long Tam Operations) Fund an .I the National Industrial Credit (Long Term 

Operations) Fund. 


@ Excluding Loans and Advances from the National Agricultural Credit (Long Term Operations) Fund , but incwing temporary Overdrafts to State 

Governments . 
Includes Rs.85, 96 , 00 ,000 advanced to scheduled commercial Banks against usence bills under Section 17 (4) (c ) of the Reserve Bank of Ladia A . 
HExcuding Loans and Advances from the National Agricultural Credit (Long TeļiD Operations) Fund and the National Agricultural Credit (Stabili 

sation ) Fund . 
Dated the 4th day of August , 1971. 

S . JAGANNATHAN , 

GOY nor . 


An Account prirsuant to the Reserve Bank of India Act , 1934, for the week ended the 30th day of July, 1971 

ISSUE DEPARTMENT 


LIABILITIES 


Rs. 


Rs. 


ASSETS 


Rs. 


Rs. 


Notes held in the Banking Department 


26 ,78, 54 ,000 


182 , 53, 11, 000 


Gold Coin and Bullion : 
(a ) Held in India . . 
(6) Held outside India . 
Foreign Securities 


. 
. 


.. 
. 


Notes in circulation 


4277 , 06 ,58 ,000 


223 , 42 ,00 ,000 


TOTAL Notes issued 


. 


. 


. 


4303, 85 , 12 ,000 


TOTAL . . 
Rupee Coin . . . . 
Government of India Rupee Securities 
Internal Bills of Exchange and other 

commercial paper . . . 


405,95,11,000 

44 ,95,07 ,000 
3852 ,94, 94, 000 
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TOTAL LIABILITIES 


4303, 85 , 12 ,000 


TOTAL ASSETS 


. 


. 


. 


4303 , 85 ,12, 000 


( Sd ) S. JAGANYATEAN , 

Gorenor. 
(No. F . 313 ) - BC /71) 


Dated the 4th day of August, 1971 . 


- 


- 


- 


नई दिल्ली , 11 अगस्त , 1971 
एस० प्रो . 3312.- -- 30 जुलाई , 1971 को रिजर्व बैंक ऑफ इंडिया के बैकिंग विभाग के कार्यकलाप का विवरण 


देयताएं 


रुपये 


प्रास्तियां 


रुपये 


26 , 78 , 54, 000 

7, 99, 000 
3, 47, 000 


चुकता पूंजी . 
प्रारक्षित निधि 
राष्ट्रीय कृषि ऋण - . . 

( दीर्घकालीन श्यिाएं ) निधि . 
राष्ट्रीय कृषि ऋण 

(स्थिरीकरण ) निधि 
राष्ट्रीय प्रौद्योगिक ऋण 

( दीर्घकालीन क्रियाएं ) निधि . 
जमाराशियां : - - 


___ 7, 16, 51, 000 


. 5, 00, 00, 000 नोट 
. 150, 00 , 00 ,000 रुपये का सिक्का 

छोटा सिक्का 
. 190, 00, 00, 000 खरीदे और भनाये गये बिल : 

( क ) देशी 
39, 00 , 00 , 000 ( ख ) विदेशी 

( ग ) सरकारी खजाना बिल 
. 135, 00 , 00, 000 विदेशों में रखा हुआ बकाया * 

निवेश * * 
ऋण और अग्रिम : - - 
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. 


. 


. 


31, 74 , 9, 000 
151, 27, 62 , 000 
304,41,40,000 


. 
. 


54, 16, 60, 000 
6,67, 56 , 000 


. 


. 125, 18, 35,000 


( क ) सरकारी 
(i ) केन्द्रीय सरकार . . . 

( i ) राज्य सरकारें . . . 
( ख ) बैंक 

( i ) अनुसूचित वाणिज्य बैंक . . 
( i ) अनुसूचित राज्य सहकारी बैंक . 


( i) केन्द्रीय सरकार को 
(ii) राज्य सरकारों को @ . 
ऋण और अग्रिम : 
( i) अनुसूचित वाणिज्य बैंकों को 
( ii ) राज्य सहकारी बैंकों को 
i ) दूसरों को . 


. 211, 87, 12, 000 
. 10, 60, 35 , 000 


. 
. 


. 117 , 74, 45, 000 
. 205 ,56,41, 00 ) 

3,52, 84, 000 


- 


देयताएं 
( in ) गैर अनुसूचित राज्य महकारी बैंक 


( iv ) अन्य बैंक 


. 


. 


. 


( ग ) अन्य . 
देय बिल . 
अन्य देयतायें 


. रुपये आस्तिाएं 

रुपये 
81 ,17, 000 राष्ट्रीय कृषि ऋण ( दीर्घकालीन क्रियाएं ) निधि से - - 

ऋण , अग्रिम और निवेश 
. 36, 86 ,000 ( क ) ऋण और अग्निम : 
) राज्य सरकारों को 

42 , 03, 35, 000 
i ) राज्य सहकारी बैंकों को 

. 23, 39 ,98, 000 
( iii ) केन्द्रीय भूमिबन्धक बैंकों को . 
. 152, 88, 56, 000 ( ख ) केन्द्रीय भूमिबन्धक बैंकों के डिबेंचरों में निवेश . 10, 14,98, 000 

53, 31, 72, 000 राष्ट्रीय कृषि ऋण (स्थिरीकरण ) निधि से ऋण और अग्रिम 
. 152, 72,52, 000 राज्य सहकारी बैंकों को ऋण और अग्रिम . 13, 39, 25 , 000 

राष्ट्रीय प्रौद्योगिक ऋण ( दीर्घकालीन क्रियाएं ) निधि से । 

ऋण , अग्रिम और निवेश . . . 55, 04, 21 , 000 
( क ) विकास बैंक को ऋण और अग्रिम 
( ख ) विकास बैंक द्वारा जारी किये गये बांडों /डिबेंचरों 

में निवेश 
अन्य प्रास्तियां 

44, 88, 25, 000 
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रुपये . . . 1162, 42, 46 , 000 

1162. 42,46,000 
* नकदी , ग्रावधिक जमा और अल्पकालीन प्रतिभूतियां शामिल हैं । 
* * सद्रीय कृषि ऋण ( दोर्वकालीन क्रियाएं ) निधि और राष्ट्रीय प्रौद्योगिक ऋण ( दीर्घकालीन क्रियाएं ) निधि में से किये गये निवेश शामिल नहीं हैं । 
@ राष्ट्रीय कृषि ऋण ( दीर्घकालीन क्रियाएं ) निधि से प्रदत्त ऋण और अग्रिम शामिल नहीं हैं , परन्तु राज्य सरकारों के अस्थायी ओवरड्राफ्ट शामिल हैं । 
रिजर्व बैंक आफ इंडिया अधिनियम की धारा 17 ( 4 ) ( ग ) के अधीन अनमुचित वाणिज्य बैंकों को मीयादी बिलों पर अग्रिम दिये गये 
85, 96, 00, 000/- रुपये शामिल हैं । 

राष्ट्रीय कृषि ऋण ( दीर्घकालीन क्रियाएं ) निधि और राष्ट्रीय कृषि ऋण (स्थिरीकरण ) निधि से प्रदत्त ऋण और अग्रिम शामिल नहीं हैं । 
तारीख : 4 अगस्त , 1971 

एस० जगन्नाथन , गवर्नर । 


रिजर्व बैंक ऑफ़ इंडिया अधिनियम , 1934 के अनुसरण में जुलाई, 1971 की 30 तारीख को समाप्त हुए सप्ताह के लिए लेखा 

___ इशू विभाग 


देयताएं 


रुपये 


रुपये 


आस्तियां 


रुपये 


रुपये 


बैंकिंग विभाग में रखे हुए 

नोट 
संचलन में नोट 


182 ,53, 11 , 000 


26 , 78 ,54,000 
4277, 06 , 58, 000 


सोने का सिक्का और बुलियन : 

( क ) भारत में रखा हुआ 
( ख ) भारत के बाहर रखा हुग्रा 
विदेशी प्रतिभूतियां 


2 : 3 , 42, 00, 000 


जारी किये गये कुल नोट 


4303, 85 , 12, 000 


जोड 


405, 95 , 11, 000 


44, 95, 07, 000 


रुपये का सिक्का 
भारत सरकार की रुपया प्रतिभूतियां 
देशी विनिमय बिल और दूसरे 

वाणिज्य -पत्र 
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3652, 9. :, 91, 000 


कुल देयताएं 


4303, 85 , 12, 000 


कुल मास्तियां 


4303, 85,12, 000 


तारी : 4 अगस्त , 1971 


( ह० ) एस० जगनाथन , 

गर्वनर । 
[ सं० फा० ( 3) - बी सी0 / 71 ) 


New Delhi, the 12th August 1971 
S . O . 3313 . - - Statement of the Affairs of the Reserve Bank of India , as on the 6th August 1971 . 

BANKING DEPARTMENT 


LIABILITIES 


Rs. 


ASSETS 


Rs. 


Capital Paid UP 


. 


. 


. 


. 


. 


. 


. 


. 


5 ,00 , 00 , 000 


Reserye Fund . . . . . . . . 150, 00 ,00, 
NationalAgricultural Credit (Long Term Operations) Fund 150,00, CO,CCO 


National Agricultural Credit (Stabilisation) Fund 


, 


. 


39,00 ,00 ,000 
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Long Term Operations) Furd . 


135 ,00 ,00,000 


Notes . 

6 , 07 ,31, 000 
Rupee Coin : : : : : : : : 
1 , 50 , 000 
Small Coin 

. . . . 3 ,38 ,000 
Bills Purchased and Discounted . . 
( a ) Internal . . 

7 , 90 ,79 , 00 
(b ) Fxternal i 
(c) Government Treasury Bills 

20 , 33 ,94,000 
Balances Held Abroad . 

147,38 ,81, 000 
Investments * * . . 

327 , 95 ,86 ,000 
Loans and Advances to 

(1) CentralGovernment 
(ü ) State Governments @ 

. 138 , 18,35 ,000 
Loans and Advances to : 

1 Scheduled Commercial Bankst . . . 109 ,32,25,000 
(ü ) State Co -operative Bankstt . , , , 208 , 73 , 74 , 000 
(ii ) Others , . 

, 3 ,60 ,14 ,000 
Loans, Advances and Investments from National Agricultural 

Credit (Long Term Operations) Fund, 
(a ) Loans and Advances to : 
(i) State Goperiments. 

42 ,02,92 , 000 
( ii) State Co- operative Banks, 

23, 33 ,68, 000 
(iii ) Central Land Mortgage Banks. 
(b ) Investment in Central Lend Mortgage Bank Deben 

tures Loans and Advances from National Agricultural 
Credit (Stabilisation ) Fund . , . 

10 , 14 ,98 ,000 
Loans and Advances to State Co - operative 

Te Co- operative Banks 

Banks 

13 , 84 , 79 , 000 
Loans , Advances and Investments from National Industrial 
Credit (Long Term Operations ) Food . 


Deposits : 


. 
. 


51 ,59 ,56 , 000 
6 , 30, 70 ,000 


YA 


(a ) Government 

i CentralGovernment . . . . 
( i ) State Governments 
(b ) Banks 

(1) Scheduled Commercial Baris. 
( 0 ) Scheduled State Co- operative Banks , 
(i ) Norr Scheduled State Co -operative Banks . 
(iv ) Other Banks 

. . . . . 


- 
. 
. 


213 , 31,43 ,000 
II , 0 ,19, 000 

81, 72 ,000 
30395 , 000 


{C ) 


Others 


. 


. 


. 


. 


. 


. 151 , 05,62, 000 


Bills Payable 


. 


. 


. 


. 


. 


. 


. 


. 


43,88,43,000 


55.04,21,00 


(a) Loans and Advances to the Development Bank 
(b ) Investment in bonds/debentures issued by the Deve 

lopment Bank 
Other Assets 

. . . . . . . 
Rupees . . 

· 


Other Liabilities . 


. 


. 


. 


. 


. 


. 


. 


151 , 56 ,07, 000 


34 ,882 ,000 


Rupees . 


. 


. 


. 


. 


. 


1148 ,- 4367 ,000 


1148, 84,67,000 


* Includes Cash , Fixed Deposits and Short- term Securities. 
* * Excludirglovestments from the National Agricultural Credit (Long Term Operations) Fund and the National Industrial Credit (Long Term Opera 

tions) Fuod . 

@ Excluding Loans and Advances from the National Agricultural Credit (Long Term Operations) Fund , but including temporary overdrafts to State 
Goyercincnls . 

# includes Rs. 77 ,41,01 ,cco advacced to scheduled commercial banks agaiost usance bills under Section 17 (4 )(c ) of the Reserve Bank of India Act . 

+ + xcluding Loans and Advances from the National Agricultural Credit (Long Term Operations) Fuod and the National Agricultural Credit 
( Stabilisation ) Furd. 

S . JAGANNATHAN , 
Dated the 17th day of August 1971. 

Governor . 
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An Account pursuant to the Reserve Bank of India Act , 1934 , for the week ended the 6th day of August 1971 . 

ISSUE DEPARTMENT 


LIABILITIES 


Rs. 


Rs. 


ASSETS 


Rs. 


Rs. 


Notes held in the Banking Department 


. 


182,53, 11,000 


Notes in circulation 


. 


. 


. 


6 ,07231,000 

Gold Coin and Bullion 

(a ) Held in India 
. 4335,05, 51, 000 

(b ) Held outside India 
4341, 12 ,82,000 Foreign Securities 


Total Notes issued 


223 ,42, 00 .000 


405, 95 , 11, 000 


TOTAL . . . 
Rupee Coin 
Government of India Rupee Securities . . 
Interpal Bills of Exchange and other commes 

cial paper. . . . . . 


42,22 ,69,000 
3892 ,95,02,000 


4690THEGAZETTEOFINDIA:SEPTEMBER4,1971/BHADRA13,1893[PARTILA 


TOTAL LIABILITIES 


. 


. 


. 


4341,12 ,82 ,000 


TOTAL Assets 


4341, 12 ,82,000 


( Sd .) S . JAGANNATHAN , 


Dated the IIth day of August 1971. 


Governor , 


(No . F . 3( 3 )- BC / 71 ] 
K . YESURATNAM , Under Secy. 


रूपये 


6 , 07, 31, 000 

1 ,50, 000 
3, 38, 000 


7, 90, 79, 000 


वित्त मंत्रालय 

( बैंकिंग विभाग ) 

नई दिल्ली , 12 अगस्त , 1971 
का० प्रा० 3313.. - 6 अगस्त , 1971 को रिजर्व बैंक आफ इंडिया के बैंकिंग विभाग के कार्यकलाप का विवरण 
देयताएं रुपये 

आस्तियाँ 
चुकता पंजी . 

5, 00, 00, 000 नोट 
आरक्षित निधि 

150, 00, 00, 000 रुपये का सिक्का 
राष्ट्रीय कृषि ऋण 

छोटा सिक्का 
( दीर्घकालीन क्रियाएँ ) निधि 

190, 00, 00, 000 खरीदे और भनाए गये बिल : 
राष्ट्रीय कृषि ऋण 

( क ) देशी 
(स्थिरीकरण ) निधि 

39, 00, 00, 000 ( ख ) विदेशी 
राष्ट्रीय प्रौद्योगिक ऋण 

( ग ) सरकारी खजाना बिल . 
( दीर्घकालीन क्रियाएँ ) निधि . 

135, 00, 00, 000 विदेशों में रखा हुअा बकाया * . 
जमाराशियाँ : 

निवेश * * 

. . 
( क ) सरकारी 

ऋण और अग्रिम 
( i ) केन्द्रीय सरकार 

51,59,56, 000 ( 1 ) केन्द्रीय सरकार को 
( i ) राज्य सरकारें 

6, 30, 70 , 000 (ii ) राज्य सरकारो को @ , 
( ख ) बैंक 

ऋण और अग्रिम 
( i) अनुसूचित वाणिज्य बैंक 

213, 31, 43, 000 ( i ) अनुसूचित वाणिज्य बैंकों को 
( ii ) अनुसुचित राज्य सहकारी बैंक . 11, 00, 19, 000 ( ii ) राज्य सहकारी बैंकों को 

. 
( ii ) गैर अनुसूचित राज्य सहकारी बैंक 

81, 72, 000 ( iii ) दूसरों को 
(iv ) अन्य बैंक 

30, 95, 000 राष्ट्रीय कृषि ऋण ( दीर्घकालीन क्रियाएँ )निधि से 

ऋण , अग्रिम और निवेश 
( क ) ऋण और अग्रिम 
(i ) राज्य सरकार को . . 


20, 33, 94 ,000 
147 , 38, 81 , 000 
327, 95 ,86,000 
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. 


138, 18 , 35, 000 


109, 32, 25, 000 
208, 73, 74, 000 

3, 60, 14, 000 


42 , 02, 92, 000 


देयताएँ 


रुपये 


आस्तियां 


रुपये 


(ग ) अन्य 


देय दिल 


(ii ) राज्य सहकारी बैंकों को 

23, 33, 68,000 
रोय भूमिबंधक बैंकों को . 
151, 05, 62, 000 ( ख ) केन्द्रीय भुमिबंधक बैंको के डिबेंचरों __ 10, 14, 98, 000 

में निवेश 
राष्ट्रीय कृषि ऋण ( स्थिरीकरण ) निधि से 

ऋण और अम 
43, 88, 43, 000 राज्य सहकारी बैंकों को ऋण र अग्रिम 

13. 84 , 79, 000 
राष्ट्रीय औद्योगिक ऋण ( दीर्घकालीन क्रियाएँ ) 
15156 07,000 निधि से ऋण, अग्रिम और निवेश 
( क ) विकास बैंक को ऋण और अग्रिम 

55, 04, 21 , 000 
( ख ) विकास बैंक द्वारा जारी किये गए बांडों/ डिबेंचरों 

में निवेश 
अन्य आस्तियाँ 

34, 38, 02, 000 


अन्य देयताएँ 


. 


151 56 07,००० 
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रुपये 1148, 84, 67, 000 

रुपये 1148, 84, 67, 000 
* नगदी, ग्रावधिक जमा और अल्पकालीन प्रतिभूतियाँ शामिल हैं । 
* * राष्ट्रीय कृषि ऋण ( दीर्वकालीन क्रियाएं ) निधि और राष्ट्रीय प्रौद्योगिक ऋण (दीर्घकालीन क्रियाएँ ) निधि में से किए गए निवेश शामिल नहीं हैं । 

राष्ट्रीय कृषि ऋण ( दीर्वकालोन क्रियाएँ ) निधि से प्रदत्त ऋण और अग्रिम शामिल नहीं हैं , परन्तु राज्य सरकारों के अस्थायी प्रोवरड्राफ्ट शामिल हैं 1 
रिजर्व बैंक आफ इंडिया अधिनियम की धारा 17 ( 4 ) ( ग ) के अधीन अनुसूचित वाणिज्य को की मीयादी बलों पर अग्रिम दिये गये 77 ,400, 000 

रूपये शामिल हैं । 
राष्ट्रीय कृषि ऋण ( दीर्घकालीन क्रियाएं ) निधि और राष्ट्रीय कृषि ऋण (स्थिरीकरण ) निधि से प्रदत्त ऋण और अग्रिम शामिल नहीं हैं । 
तारीख : 11 अगस्त , 1971 

एस० जगन्नाथन , गर्वनर । 


रिजर्व बैंक आफ इंडिया अधिनियम , 1934 के अनुसरण में अगस्त 1971 की 6 तारीख को समाप्त हुए सप्ताह के लिए लेखा 

इशू विभाग 


देयताएं 


रुपये 


रुपये 


आस्तियाँ 


रुपये 


रुपये 


बैंकिंग विभाग में रखे । 

नोट 


6, 07 , 31 , 000 


सोने का सिक्का और बुलियन : 
( क ) भारत में रखा हुआ 182, 5 3, 11, 000 
( ख ) भारत के बाहर रखा हुआ 
विदेशी प्रतिभूतियाँ 

223, 42, 00, 000 


संचलन में नोट 


4335705, 51, 000 


जोड़ 


जारी किए गए कुल नोट 


.. 4341, 1482, 000 


रुपये का सिक्का । 
भारत सरकार की रुपया प्रतिभूतियाँ 
देशी विनिमय बिल और दूसरे 


405, 95, 11, C00 

142, 22, 69, 000 
3892, 95, 02, 000 
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वाणिज्य पत्र 


कुल देयताएं 


4341, 12, 82, 000 


कुल आस्तियाँ 


4341,12, 82, 000 


- 


- 


( ह ) एस . जगन्नाथन, 

गर्वनर । 


[ सं० 3( 3)-वी० सी०/ 71 ] 
के . येसरत्नम, अनु सचिव । 


तारीख : 11 अगस्त , 1971 


. . . 


. 


. 


. U. I . DL .. ..... Ir 


R 


4, 1911. AL . A 13,13 LaAR . . . 


(Department of Bankdng ) 

( Corporations Branch ) 

New Delhi, the 17th August 1971 
S . O . 3314.-- - In pursuance of clause ( b ) of sub - section ( 1 ) of section 10 of 
the Industrial Finance Corporation Act, 1948 ( 15 of 1948 ) , the Central Govern 
ment hereby nominates Shri B . B . Lal, Secretary to the Government of India , 
Ministry of Industrial Development, as a Director of the Industrial Finance Cor 
poration of India vice Shri B . D . Pande. 

[ No . F . 2 ( 25 ) - CORP / 71.] 

D . K . SEN, Under Secy . 
बैंकिग विभाग 

( निगम शाखा) 

नयी दिल्ली 17 अगस्त , 1971 
का० प्रा० 3314 - - .प्रौधोगिक वित्त निगम अधिनियम 1948 (1948का 15 यो ) की 
धारा 10 की उपधारा ( 1 ) के खण्ड ( ख ) के अनुसार केन्द्रीय सरकार एतदद्वारा श्री बी० डी० पाण्डे 
के स्थान पर प्रौद्यागिक विकास मन्त्रालय में भारत सरकार के सचिव , श्री बी० बी० लाल का भारतीय 
औद्योगिक वित्त निगम का निदेशक नामजद करती है । 

[ सं एफ0 1 ( 25 )-निगम / 71 ] 
डी० के० सेन , अवर सचिव । 


(Dopartmont of Revenue & Insurance ) 

INCOME - TAX 

New Delht, the 21st July 1971 
S . O . 3315 .----In exercise of the powers conferred by clouse ( iii ) of clause 
( 44 ) of Section 2 of the Income- tax Act, 1961 (43 of 1961) , the Central Govern 
ment hereby authorises Shri M . P . Kulkarni who is a Gazette Officer of the 
Central Government to exercise the powers of a Tax Recovery Officer under the 
sald Act. 

2 . This Notification which supersedes Notification No. 123 ( F . No. 404 / 86 / 86 / 
71 -ITCC ) , dated 19th April , 1971 shall come into force with immediate effect , 

[ No. ( F . No. 404 / 88 / 71 - JIPCC ) .] 


( राजस्व और बीमा विभाग ) 


प्रायकर 


नई दिल्ली 21 जुलाई 1971 
एस० प्रो० 3315: - - पाय -कर अधिनियम , 1961 ( 1961 का 43 ) की धारा 2 के खण्ड 
( 44 ) के उपखण्ड (iii ) द्वारा प्रदत्त शक्तियों का प्रयोग करते हुए केन्द्रीय सरकार श्री एम० पी० 
कुलकण को जो केन्द्रीय सरकार का राजपत्रित अधिकारी है उक्त अधिनियम के अधीन कर वसूली 
अधिकारी की शक्तियों का प्रयोग करने के लिए एतद्वारा प्राधिकृत करती है । 

यह अधिसूचना जो अधिसूचना सं० 123 (फा० सं० 404/ 86/ 71 -- प्राई टी०सी०सी० ) 
तारीख 19 - 4- 71 को प्रतिष्ठित करती है तुरन्त प्रवृत्त हागी । । 

[ सं० 224 ( फा० सं० 404/ 86/ 71 - - आई० टी०सी० सी० ] 
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S . 0 . 3816.- --In exercise of the powers conferred by sub - clause ( iii ) of clause 
( 44 ) of Section 2 of the Income- tax Act , 1961 ( 43 of 1961) , the Central Govern 
ment hereby authorises Shri R . V . Bhatt who is a Gazetted Oflicer of the Central 
Government to exercise the powers of a Tax Recoevry Officer under the said Act, 

2. This Notification which supersedes Notification No . 68 ( F , No . 16 / 132 / 69 
ITCC ) dated 12th June , 1989 shall come into torce with immediate eflect . 

[ No. 226 ( F . No. 404 / 86 / 71- ITCC) .] 
एस०पी० 3318 - - प्राय- कर अधिनियम , 1961 (1961 का 43) की धारा 2 के 
खण्ड ( 44 ) के उपखण्ड (।।। ) द्वारा प्रदत्त शक्तियों का प्रयोग करते हुए , केन्द्रीय सरकार श्री 
प्रार० बी० भट्ट का , जो केन्द्रीय सरकार का राजपत्रित अधिकारी है , उक्त अधिनियम के अधीन 
कर वसूली अधिकारी की शक्तियों का प्रयोग करने के लिए एतद्वारा प्राधिकृत करती है । 

यह अधिसूचना, जो अधिसूचना सं० 68 ( फा०सं०1611 32169 - आई टी सीसी ) ) 
सारीख 12-- 6 - 69 को प्रतिष्ठित करती है, तुरन्त प्रवृत्त होगी । 

[ सं० 226 (फा०सं० 404/ 86/ 71 - आई० टी . सी . सी . ) ] 


S . 0 . 3812 .- - In exercise of the powers conterred by Sub - clause ( iii ) of clause 
( 44 ) of Section 2 of the Income -tax Act , 1981 ( 43 of 1961 ) , the Central Govern 
ment hereby authorises Shri A . P , Pajani who is a Gazetted Oficer of the Central 
Government to exercise the powers of a Tax Recovery Officer under the said Act . 


2 This Notifcation which supersedes Notification No . 94 ( F . No . 16 / 149 / 69 
ITCC ) , dated 14th July , 1969 shall come into force with immediate effect . 

[ No . 227 ( F . No. 404/ 86/71- ITCC.] 

S . K . LALL , Dy . Sers . 
एस० प्रो० 3317 - - . प्रायकर अधिनियम , 1961 ( 1961 का 43 ) की धारा 2 के खण्ड 
( 44 ) के उपखण्ड ( 1 ) द्वारा प्रदत्त शक्तियों का प्रयाग करते हए , केन्द्रीय सरकार श्री ए० पी० 
राजानी को , जो केन्द्रीय सरकार का राजपत्रित अधिकारी है, उक्त अधिनियम के अधीन कर वसूली 
अधिकारी की शक्तियों का प्रयोग करने के लिए एतदद्वारा प्राधिकृत करती है । 

यह अधिसूचना, जो अधिसूचना सं० 94 ( फा०सं० 161149169 - आई टी मी०सी० ) तारीख 
14- 7 - 69 का प्रतिष्ठित करती है, तुरन्त प्रवृत्त होगी । 
[ सं० 227 (फास0 4 0 4/ 86/ 71 - आई०टी०सी० सी० ] 

एस० के० लाल , 
उप चि : 


(Department of Revenge and Insurance) 

INCOME- TAX 

New Delhi, the 9th August 1971 
$ . 0 , 8318 . - It is hereby notified for general information that the institution 
mentioned below has been approved by the Indian Council of Medical Research , 
the prescribed authority , for the purposes of clause ( 1 ) of sub - section ( 1 ) of 
Section 35 of the Income- tax Act, 1961 (43 of 1961) ; 


Institution 
Madan Mohan Lal Ayurvedic Research Society , Delhi 

[ No . 239 ( F . No. 203 / 8/ 71 -ITAII .) ] 
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( राजस्वीर बीमा विभाग ) 


प्राय -कर 


नई दिल्ली , 9 अगस्त , 1971 


एस० प्रो० 3318.-- - सर्वसाधारण की जानकारी के लिए एतद्वारा अधिसूचित किया 
जाता कि निम्नलिखित संस्था भारतीय चिकित्सा अनुसंधान परिषद द्वारा अनुमोदित कर दी गई 
है , जो प्रायकर अधिनियम , 1961 ( 1961 का 43 ) की धारा 35 की उपधारा ( 1 ) के खण्ड (11 ) 
के प्रयोजन के लिए विहित प्राधिकारी है : 

संस्था 
मदन मोहन लाल प्रायुर्वेदिक रिसर्च सोसाइटी, दिल्ली 

[ सं० 239 (फा० सं० 203 / 8/ 71 - आई० टी० ए० ii ) ] 


8 . 0 . 3319 . - - It is hereby notified for general information that the institution 
mentioned below has been approved by the Indian Council of Medical Research , 
the prescribed authority , for the purposes of clause (ii) of sub - section ( 1 ) of 
Section 36 of the Income- tax Act, 1961 (43 of 1961) : 


Institution 
Nalr Golden Jubilee Research Foundation , Bombay, 

[ No . 240 F . No. 203 / 16 / 71 -IT ( AII ) .] 


एस० प्रो० 3319. - सर्वसाधारण की जानकारी के लिए एतद्वारा यह सूचित किया 
जाता है कि नीचे वर्णित संस्था भारतीय चिकित्सीय अनुसंधान परिषद द्वारा , जो विहित प्राधि 
कारी है , प्रायकर अधिनियम , 1961 ( 1961 का 43 ) की धारा 35 की उपधारा ( 1 ) के खण्ड 
( 11 ) के प्रयोजनों के लिए अनुमोदित की गई है । 


संस्था 
नायर गोल्डन ज्युबिली रिसर्च फाउण्डेशन , मुम्बई 

[ सं० 240 ( एफ० सं० 203 /15/ 71-- प्रा००) (ए . ii ) ] 
8 . 0 . 3320. - It is hereby notified for general information that the institution 
mentioned below has been approved by Indian Council of Agricultural Research , 
the prescribed authority , for the purposes of clause ( ii ) of sub - section ( 1 ) of Sec . 
tion 35 of the Income- tax Act , 1961 ( 43 of 1961) . 

Institution 
Commonwealth Institute of Biological Control, Indian Central, Bangalore- 6 . 

. . [ No. 241. ( F . No. 203 / 18 / 71-ITAII .) ] 
एस0 प्रो । 3320. - सर्वसाधारण की जानकारी के लिए एतदद्वारा अधिसूचित किया जाता है 
कि निम्नलिखित संस्था भारतीय चिकित्सा अनुसन्धान परिषद द्वारा अनुमोदित कर दी गई है जो 

प्रायकर अधिनियम , 1961 ( 1961 का 13 ) की धारा 35 की उपधारा ( 1 ) के खट (ii ) के 
प्रयोजन के लिए विहित प्राधिकारी है । 

संस्था 
कामनवेल्थ इण्स्टीट्यूट आफ वाइल जिकल कण्ट्रोल, इडियन सेंटर बंगलौर - - 6 । 


[ सं० 241 (फा० सं० 203 /16/ 71 ---पाई ० टी० ए II )] 
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New Delhi, the 5th August 1971 
S. 0 . 3321. - It is hereby notified for general Information that the institution 
mentioned below has been approved by the Indian Council of Medical Research , 
the prescribed authority, for the purposes of clause ( ii) of sub - section ( 1 ) of 
section 35 of the Income Tax Act, 1961 (43 of 1961 ) : 

Institution 
Dr. Shantilal J. Mehta Medical Research Foundation , Bombay . 

[ No. 246 ( F , No . 203 / 10 / 71 -ITATI. ) ] 

S. N . NAUTIAL, Dy. Secy , 
नई दिल्ली, 11 अगस्त , 1971 
एस० पो033 21. जन साधारण की जानकारी के लिए एतद्द्वारा यह सूचित किया जाता 
है कि निम्नवणित संस्थान , भारतीय चिकित्सा अनुसंधान परिषद द्वारा जो कि “ विहित प्राधिकारी " है 
मायफर अधिनियम , 1961 (1961 का 43 ) की धारा 35, उपधारा (1 ) खण्ड ( 1 ) वे 
प्रयोजन के लिए अनुमोदित की गई है । 

संस्थान 
डा० शान्तिलाल जे० मेहता , मेहता मेडिकल रिसर्च फाउण्डेशन , मुम्बई । 

[सं० 246 (फा०सं० 203/ 10/ 71- आई०टी०ए० ii ) ] 

एस० एन० नौटियाल , उप सचिव । 


(Department of Revenue and Insurance ) 

STAMPS 
ORDER 


New Delhi, the 4th September 1971 
S . O . 3822 . - In exercise of the powers conferred by clause ( b ) of sub - section 
( 1 ) of section 9 of the Indian Stamp Act, 1899 ( 2 of 1899) , the Central Government 
hereby permits the Poona City Municipal Corporation to pay stamp duty , charge 
able on the debentures issued by it to the value of one crore and ten lakhs of rupees , 
at the consolidated rate of one per cent as provided under sub - section ( 1 ) of section 
8 of the sald Act. 

[ No. 17 / 71 - Stamps ( F . No . 471/ 26 / 71 -Cus. VII.) ] 

___ K , SANKARARAMAN , Under Secy . 
( राजूस्थ और बीमा विभाग ) 

प्रादेश 


स्टाम्प 


नई दिल्ली , 4 सितम्बर, 1971 
एस० ओ० 3322. - भारतीय स्टाम्प अधिनियम , 1899 ( 1899 का 2 ) की धारा 9 की 
उपधारा (1 ) के खण्ड ( ख ) द्वारा प्रदत्त शक्तियों का प्रयोग करते हुए केन्द्रीय सरकार एतद्द्वारा पूना 
नगरनिगम का , उसके द्वारा जारी किए गए एक करोड दस लाख रुपए तक के मूल्य के डिबैचरों पर प्रमाय 
स्टाम्प शुल्क का उक्त अधिनियम की धारा 8 की उपधारा ( 1 ) के अधीन यथा उपबंधित एक प्रतिशतकी 
समेकित दर पर संदाय करने के लिए अनुज्ञात करती है । 

( सं 1771 - स्टाम्पस / फा० सं० 471/ 26/ 71 -कस्टम - 7 ] 

के० शंकररामन्, प्रवर सचिब । 
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- FIS - - - 
MINISTRY OF INDUSTRIAL DEVELOPMENT 

(Department of Internal Trade ) 

( Civil Supplies Organisation ) 

New Delhi, the 26th August 1971 
S . O . 8323 . - In pursuance of section 12A of the Essential Commodities Act, 1955 
( 10 of 1955 ) , the Central Government hereby specifies the Maharashtra Automobile 
Tyres and Tubes Dealers Licensing Order, 1971, made by the State Government 
of Maharashtra to be a special order for purposes of summary trial under the said 
section 12A . 

[No. 26 (3 ) /CS - II / 71. ) 
B . K . Varma, Under Secy . 


औद्योगिक विकास मंत्रालय 


( HT=& lta $ 19TT for 117) 


( farsary for HFITOH ) 
facent, 26 A , 1971 


FTOHTO 3323 .- - 472849 afa afufah, 1955 ( 1955 fit 10 ) T ETTY 12 
का अनुसरण करते हुए , केन्द्रीय सरकार, महाराष्ट्र राज्य सरकार द्वारा बनाए गए महाराष्ट्र मोटर 
गाडी टायर्स और ट्यून्स व्यवहारी अनुज्ञापन प्रादेश , 1971 को उक्त धारा 12क के अधीन संक्षिप्त 
विचारण के प्रयोजन के लिए विशेष प्रादेश के रूप में एतद्वारा विनिर्दिष्ट करती है । 


[HTO 26 ( 3)lefto gav II/ 71 ] 


बी० के ० वर्मा, अवर सचिव । 


ORDERS 
New Delhi, the 30th July 1971 


8 . 0 . 3324 / IDRA / 6 / 10 / 71 .- In exercise of the powers conferred by Section of 
the Industries (Development and Regulation ) Act, (65 of 1951 ) , read with 
rules 5 and 8 of the Development Councils (Procedural ) Rules , 1952 , the Central 
Government hereby appoints till the 5th November , 1971, Shri B . K . Khanna , Chair 
man & Managing Director of The Fertiliscrs & Chemicals Travancore Ltd., Alwaye. 
in place of Shri M . K . K . Nayar , then Managing Director Fertilisers & Chemicals 
Travancore Ltd ., Alwaye, as a member of the Development Council established 
by Order of the Government of India in the erstwhile Ministry of Industrial Deve 
lopment, Internal Trade and Company Affairs (Department of Industrial Develop 
ment) No, IDRA / 8 / 4 /69 dated the 6th November , 1969, for the scheduled industries 
engaged in the manufacture of production of Inorganic Chemicals and directs that 
the following amendment shall be made in the said Order , namely : 


In the said Order , for entry No . 19 relating to Shri M .K . K . Nayar, then Manag 
ing Director , The Fertlisers & Chemicals Travancore Ltd ., Alwaye, the following 
entry shall be substituted , namely : 


" 19. Shri B . K Khanna, Chairman & Managing Director. The Fertilisers 
& Chemicals Travancore Ltd ., Alwaye ." 

INS 9 / 15 ) / 68 -LC. ] 
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आदेश 


नई दिल्ली , 30 अगस्त , 1971 
एस०पी० 3324 --- पाई०डी० पार०ए०/ 6/ 10/ 71: उद्योग ( विकास तथा विनियमन ) 
अधिनियम , 1951 ( 1961 का 65 ) की धारा 6 द्वारा प्रदत्त शक्तियों का प्रयोग करते हुए विकास 
परिषवें (कार्याविधि ) नियम , 1952 के नियम 5 और 8 के साथ पढ़ते हए केन्द्रीय सरकार एतदद्वारा 
5 नवम्बर, 1971 तक श्री बी० के० खन्ना , अध्यक्ष और प्रबंध निदेशक, दि टिलाइजर्स एण्ड केमीकल्स 
द्रावनकोर लि० , अलवाई को श्री एम० के० के० नायर , तत्कालीन प्रबंध निदेशक , फर्टिलाइजर्स एण्ड 
केमीकल्स द्रावनकोर लि० , अलवाई के स्थान पर भारत सरकार के भतपूर्व प्रोद्योगिक विकास , प्रांतरिक 
व्यापार तथा समवाय कार्य मंत्रालय ( प्रोद्योगिक विकास विभाग ) की सख्या आई०डी०पार०ए०6 
4 / 69 दिनांक 6 नवम्बर , 1969 के द्वारा इनमार्गनिक केमीकल्स केनिर्माण या उत्पादन में रत सूचीबद 
उद्योगों के लिए स्थापित विकास परिषद्का सदस्य नियुक्त करती है और यह निदेश देती है कि उक्त 
मादेश में निम्नलिखित सशोधन किया जाएगा , अर्थात् : 

उक्त आदेश में , श्री एम० के० के० नायर, तत्कालीन प्रबंध निदेशक, दि फर्टिलाइजर्स एण्ड 
फेमीफल्स ट्रावनकोर लि० अलवाई से संबन्धित प्रविष्टि स० 19 के स्थान पर निम्नलिखित प्रविष्ट्रि 
प्रतिस्थापित की जाएगी , अर्थात् : - - 

“ 19. श्री बी० के० खन्ना, अध्यक्ष और प्रबंधनिदेशक दि फर्टिलाइजर्स एण्ड केमीकल्स 

द्रावनकोर लि० , अलवाई । " 


[ सं० 13/ 15/ 68- एल०सी० 


____ 


S . O . 3325 / IDRA/ 6 / 9 / 11 . - In exercise of the powers conferred by Section 6 of 
the Industries ( Development and Regulation) Act , 1951 ( 65 of 1951 ) read with 
rules 2 , 4 and 6 of the Development Councils (Procedural) Rules, 1952, the Central 
Government hereby appoints , for a period of two years with effect from the date 
of this Order , the following persons to be members of the Development Council 
for the scheduled industries engaged in the manufacture or production of Organic 
Chemicals, in place of members , appointed under the late Ministry of Industrial 
Development and Company Afairs (Department of Industrial Development) No . 
S . O . IDRA / 6 / 5 / 68 dated the 5th July , 1968 as amended from time to time, whose 
terms of office has expired by efflux of time or otherwise 

DEVELOPMENT COUNCIL FOR ORGANIC CHEMICAL INDUSTRIES. 

1. Shri V . G . Rajadhayaksha, Chairman, Hindustan Lever Ltd ., Bombay . 
2. Shri S . L . Venkteswaran, Project Officer, M / s. Amar Dyechem Ltd ., Rang 

Udyan , Sitia Devi, Temple Road , Mohim , Bombay - 16 . 
3. Dr . M . M . Sharma, Deptt. of Chemical Technology , Bombay University , 

Matungo, Bombay , 
4. Dr. R. Gonsalves , Marketing Manager . N. O . C .I. L , Sandoz House Dr . 

Annie Besant Road , Worli , Bombay , 
5 . Dr. S . M . Shah , General Works Manager , Polychem Ltd ., 7, Jamshedji 

Tata Road , Bombay. 
6 . Dr. U . C . Patel, General Sales Manager, Union Carbide India Ltd., P. B . 

No. 3924 , Giragaon , Bombay . (BR ). 
7 . Shri S . K . Verma, Director, M / s. Caprihans ( I ) Private Ltd ., Block - D . 

Shiv Sagar Estate , Dr. Annie Besant Road, Worll Bombay - 16. 
8. Shri G . G . Sroff , Managing- Director , M / s. Excel Industries Ltd ., P. O . 

184 - 187, Swami Vivekanand Road , Jogeshwari, Bombay -60 . 
9 . Shri B . V . Shah, C / o. M / s. Atul Products Ltd ., P. 0 . Atul, Gujarat. 
10. Dr. D . R. Swayampati , M / s. Suhrid Gelgy Ltd., Baroda. 
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11 . Shri N , Srinivasan, Chairman , The Plastics Institute 161 , Jor Bagh , New 

Delhi . 
12. Shri B. R . Naiyar , IDCO Dyestuffs ( 1 ) Ltd., 101, Lawrance Road , Ram 

pura - 35 . 
13. Dr. P. R . Mehta , Joint Secretary , Pesticide Association of India , 20, Ring 

Road , Lajpat Nagar -4 , New Delhi. 
14. Shri E . F . F . Davis, Technical Director , Imperial Chemical (I ) Private Ltd ., 

26 , Jor Bagh, New Delhi. 
15 . Dr. S . Banerjee , General Manager & Director, Durgapur, Chemicals , 

Durgapur, West Bengal, 
16. Shri R , Subramanian , Works Manager , M / s, Plastics & Resins Pla Ltd ., 

Sahupuram . 
17 . Shri Ramesh C. Barar, M / s. Nuchem Plastics Ltd., Faridabad ( Haryana.) . 
18. Dr. P . K . Bhattacharya, Department of Chemistry, Indian Institute of 

Sclence , Bangalore 
19. Shri H . A . Vora, Vijay Industries, Vijay Trading Corporation, Bombay . 
20 . Dr. H . P . Vandrewala , Managing Director , M / s. Hindustan Organic Chemi 

cals Ltd ., P . O . Rasayani, Maharashtra. 
21. Dr. A . S . Nagarkatti, Chief (SP & ST ) , M / s Hindustan Steel Ltd ., P .O . 

Hinoo , Rarichi- 2 . 
22. Shri J. J . Mehta , Chairman Cum M .D . Indian Petro Chemical Corporation 

Ltd ., Jawahar Nagar, Baroda, Gujarat. 
23 . Shri P . Hariharan , Director (Dev & Control) , M /s . Hindustan Photo 

Films Ltd ., Ootacamund (Madras ) . 
24. Dr . B. D . Tilak, Director, National Chemical Laboratory , Poona. 
25. Shri G .S . Apte, Project Onicer ( Petrochemicals) , Ministry of Petroleum & 

Chemicals , New Delhi. 
28. Shri R. R . Gupta, Deputy Secretary , Ministry of Petroleum & Chemicals , 

New Delhi, 
27. Miss Mina Seth , Deputy Secretary, Ministry of Industrial Development, 
New Delhi . 

Member Secretary 
28 . Dr. S . P . Bhattacharya, Industrial Adviser ( Chem ), D . G . T . D . New Delhi. 
2. Dr. S . P . Bhattacharya, Industrial Adviser , Directorate General of Technical 
Development, New Delhi, is hereby appointed to carry on the functions of Secretary 
to the said Development Council. 

[ No. 13 ( 6) / 70- LC .] 

R. K . CHADHA , Under Secy . 
का०मा० 3325 आईडी०प्रार०ए० / 6/ 9/ 71 : -- उद्योग ( विकास एवं विनियमन ) अधि 
नियम, 1961 ( 1951 का 65 ) की धारा 6 के द्वारा प्रदत्त शक्तियों का प्रयोग करल हुए एवं विकास 
परिषदें ( कार्यविधि ) नियम , 1952 के नियम 2 , 4, और 5 के साथ पढ़ते हुए, केन्द्रीय सरकार एतदद्वारा 
निम्नलिखित व्यक्तियों को इस आदेश की तिथि से दो वर्षों तक की अवधि के लिए भूतपर्व प्रौद्योगिक 
विकास तथा समवाय कार्य मंत्रालय ( प्रौद्योगिक विकास विभाग ) के आदेश सं० का०मा० आई०सी० 

आर०ए० / 6 / 5/ 68 दिनांक 5 जुलाई , 1968 जिसे समय -समय पर सशोधित किया गया , के अधीन 
नियुक्त किये गये सदस्यो के स्थान पर जिनका कार्यकाल समाप्त हो गया है अथवा अन्यथा बीत गया है , 
अकाबनिक रसायन के निर्माण अथवा उत्पावनरत अनुसूचित उद्योगों की विकास परिषद का सदस्य 
नियुक्त करती है : - - 

अकार्बनिक रसायन उद्योग की विकास परिषद 
अध्यक्ष 
1.-- श्री वी०जी० राज्याध्यक्ष , 

अध्यक्ष , 
स्तान लीवर लि० , बम्बई । 
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- 


- - - 


- - 


-- - - 


- - 


2 - श्री एम० एल० वेंकटे यवरन , 
परियोजना अधिकारी, 
मे० अमरडिकेम लि० , 
रंग उद्यान, सीतला देवी , 
मन्दिर मार्ग , महिम , बम्बई -16 
3 -डा० एम० एम० शर्मा, 
केमिकल टक्नालाजी विभाग , 
बम्बई विण्वविद्यालय , 
मटुंगा , बम्बई । 
4 - डा० प्रार० गानसाल्व , 
विपणन प्रबंधक , 
एन०पी०सी०आई०एल०, सैंडोज हाउस , 

डा० एनीबें इट रोड , वर्ली, बम्बई । 
5 - डा० एस० एम० शाह , 

जनरल वर्क्स मेनेजर , 
पोलीकम लि0 , 7 जमशेदजी टाटा रोड , 

बम्बई । 
6 - डा० यू० सी० पटेल, 

जनरल सेल्स मैंनेजर, 
यूनियन कार्बाइड इण्डिया लि० , 
पो० बा० नं0 3924, गिरगांव , बम्बई ( बी०पार० ) 
7 - श्री एस० के० मार्मा, 
निदेशक, मे० कंप्रिहन्स (इ० ) प्रा०लि०, 
कलाक - डी , शिवसागर बस्ती , 

डा० एनीबसेंट रोड, वर्ली बम्बई - 16 
8 -- श्री जी०जी० शर्राफ , 
प्रबंध निदेशक , मे० एक्सल इण्डस्ट्रीज लि०, 
डा० 184 - 87, स्वामी विवेकानन्द मार्ग, 
जोगेश्वरी, बम्बई- 60 
9 - श्री बी० बी० शाह, द्वारा 

मे० प्रतुल प्राडक्ट्स लि० , 

डा० अतुल , गजरात । 
10 -सा० डी० भार० स्वयम पति , 

मे० सुहृदगिगी लि०, बौदा । 
11 - श्री एन० श्रीनिवासन , 

अध्यक्ष, दि प्लास्टिक इंस्टीट्यूट , 
161 , जोर बाग , नई दिल्ली । 
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12. श्री एन० वी० आर० नायर , 

आई०टी०सी०प्रो० डाई स्टफ ( इ० ) लि , 

191, लारेंस रोड, रामपुर 35 | 
13. डा० पी० आर० मेहता , 

संयुक्त सचिव , 
पेस्टी साइड एसोसियेशन आफ इंडिया , 
20, रिंग रोड, लाजपत नगर - 4 , 

नई दिल्ली । 
14. श्री ई० एफ० एल० डेविस , 

तकनीकी निदेशक , 
इम्पीरियल केमिकल ( ३० ) प्रा० लि . , 

26 - जोरबाग , नई दिल्ली । 
15. डा० एस० बनर्जी, 

महाप्रबधक एव निदेशक , 
दुर्गापुर केमिकल्स , दुर्गापुर , 

पश्चिम बंगाल । 
16. श्री पार० सुब्रह्मण्यम , 

वर्क्स मनेजर , 
मे० प्लास्टिक एण्ड रेजीन प्रा० लि० , 

साहुपुरम । 
17 . श्री रमेश सी० बराक , 

मे० नकेम प्लास्टिक लि० , 

फरीदाबाद , ( हरियाणा) । 
18. डा० पी० के० भट्टाचार्य , 

के मिस्ट्री विभाग, इण्डियन स्टीट्यूट आफ साइस , 

बगलौर । 
19. श्री एच० ए० बोरा , 

विजय इण्डस्ट्रीज , 
विजय ट्रेडिंग कारपोरेशन, 

बम्बई - 1 । 
20. डा० एच० पी० वाडेवाला 

प्रबंध निदेशक , 
मे० हिन्दुस्तान आर्गनिक केमिकल्स लि० , 

डा० रासायनी , महाराष्ट्र । 
21. डा० ए० एस० नगरकट्टी, 

चीफ ( एस०पी० एण्ड एस०टी० ) 
मे० हिन्दुस्तान स्टील लि० , 
डा० -हिनू, रांची - 2 । 
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22. श्री जे . जे० मेहता , चेयरमैन कम एम डी० , 

इण्डियन पेट्रोकेमिकल कारपोरेशन लि० , 

जवाहरनगर, बड़ोदा, गुजरात । 
23. श्री बी० हरिहरन , 

निदेशक ( विकास तथा नियंत्रण ) , 
मे० हिन्दुस्तान फोटोफिल्म्स लिक , 

ऊटफड ( मद्रास ) । 
24. डा० बी० डी० तिलक , 

निदेशक, राष्ट्रीय रसायन प्रयोगशाला , 

पूना । 
25. श्री जी० सी० प्राप्टे , 

परियोजना अधिकारी ( पेट्रो-रसायन ) , 
पेट्रोलियम एव रसायन मंत्रालय , 

नई दिल्ली । 
26. श्री प्रार . भार० गुप्त , 

उप सचिर, 
पेट्रोलियम तथा रसायन मन्त्रालय , 

नई दिल्ली । 
27 . कु० मीरा सेट , 

उप सचिव , 
औद्योगिक विकास मंत्रालय , 

नई दिल्ली । 
28. डा० एस० पी० भट्टाचार्य , 

प्रौद्योगिक सलाहकार ( रसायन ) , 
तकनीकी विकास का महानिदेशालय , 

नई दिल्ली । 

2 डा० एस० पी० भट्टाचार्य , प्रौद्योगिक सलाहकार , तकनीकी विकास का महानिदेशालय , 
नई दिल्ली , को एतदद्वारा उक्त विकास परिषद के सचिव के कार्य को करने के लिए नियुक्त किया जाता 


[ सं० 13( 5) / 70- एल०सी० ] 
आर० के० चड्ढा , अवर सचिव । 


DEPARTMENT OF COMMUNICATIONS 

( P , and T. Board ) 

New Delhi, the 27th August 1971 
S . O . 3326. - - In exercise of the powers conferred by section 8 of the Indian 
Post Office Act , 1898 ( 6 of 1898) , the Central Government hereby makes the 
following rules further to amend the Indian Post Office Rules, 1933 , namely :- - 

( 1 ) These rules may be called the Indian Post Office Fifteenth Amendment 

Rules , 1971 . 
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- - 


- - 


- - 


- 


( 2 ) They shall come into force on the date of their publication in the 

Official Gazette . 
2 . In the Indian Post Office Rules , 1933 in sub - rule ( 1 ) of rule 48 after the 
words " reposted after having been opened " , the words " or repasted without any 
indication of redirection " shall be inserted , 

[ No . 58 / 28/ 70 - CI. 1 
P. S . RAGAVACHARI , 

Director ( Postal Technical) , 
संचार मंत्रालय 

( डाक - सार बोर्ड ) 
नई दिल्ली , 27 अगस्त , 1971 


स्था० प्रा० 3326.- - भारतीय डाकघर अधिनियम , 1898 ( 1898 का 6 ) की 
धाराराप्रदत्साहियों का प्रयोग करते हुए केयसरकार भारतीय राषघर नियम , 1933 में 
पार भागे संशोधन करने के लिए ए दृष्ट्वारा निम्नलिखित नियम बनाती है ; अर्थात :- - 

1. ( 1 ) इन नियमों का नाम भारतीय डाकघर ( पन्द्रहवां संशोधन नियम ), 1971 होगा । 

( 2 ) ये सरकारी राजपत्र में प्रकाशित होने की तारीख से प्रवृत्त होंगे । 
2. भारतीय डाकघर नियम , 1933 में नियम 48 के उप नियम ( 1 ) में खोलने के बाद 

दुबारा पोस्ट किया गया " शब्दों के बाद " या पुनः प्रेषण की किसी सूचना के बिना 
दुबारा पोस्ट किया गया " शब्द अन्तः स्थापित किए जाएं । 

[ सं० 58 / 29 / 70-सी० पाई] 

पं० श्री राधवाचार्य , 
निदेशक ( डाक तकनीकी ) । 


( P . & T , Board ) 

New Delhi, the 27th August 1971 
S . O . 3321. - In pursuance of para ( a ) of Section III of Rule 434 of Indian Tele 
graph Rules , 1951 , as introduced by S . O . No. 627 dated 8th March, 1960, the Director 
General, Posts and Telegraphs, hereby specifies the 1st October , 1971 as the date on 
which the Measured Rate System will be introduced in NAMAKKAL Telephone 
Exchange, Tamil Nadu Circle . 

[ No. 5 -49 / 71- PIHB( 4 ) .] 


( उ. क - सार बोर्ड ) 


नई दिल्ली, 27 अगस्त , 1971 


प्रादेश संख्या 3327. - स्थायी प्रादेश संख्या 627 , दिनांक 8 मार्च, 196 0 द्वारा लागू 
किए गए भारतीय तार नियम 19512. निगम 434 के खण्ड के पैग ( क ) के अनुसार डाक 
तार महानिदेशक ने नमक्कल टेलीफोन केन्द्र में दिनांक 1 - 10 - 71 से प्रमापि त दर प्रणाली लाग 
करने का निश्चय किया है । 


[ संख्या 5- 19/ 71 पी० एच० बी० ( 4) ] 


